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Cata logue 
OF THE OF ae ; 


RARE INTERIOR AND EXTERIOR ¢ - 4. 


_ FIXTURES & FITTINGS 4. 7 


INCLUDIN G. f 


_ COMPLETE ROOMS > ib ee 
"Rare C © Oak & Pine Paneling 


aM ant telpieces and Grats es 


“THE FABRIC OF THE CASTLE ae 


SS To be Sold for Denolieas, by AUCTION, 
on the Site, on 


Wedaceiay, Thursday ae Feiday, | 
3rd, 4th and 5th September, 1930, 


2 Lommeniing at 11 0 o'clock. each day. : 
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ie 7 nucrioneers: : 
PERRY & PHILLIPS, Lr, WALLIS & ARNETT, 


59, HicH Streer, |S, Hounpearte, 
_ BRIDGNORTH, DARLINGTON. 
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es “First Day’ S Sale—Wednesday, 3rd | September, 1930. : ye 


ee 


| ‘Dane = Boon Oak Parlours, ‘Steward’s: Boost:  Butler’s_ 
Bedroom, ae Room, Dark Room, Small Hall and Staircase, 
‘The Great Hall, South Hall and Lobby, Billiard Room, 
‘Library, Lower South Hall, Passage and Side Hall, Duke’s — 
Cloak Room and Corridor, Study, East Wing Bedrooms and 
Be School Room, achalen vone and Corridor. ge 


< sont Day’ S$ Sale Thursday, 4th September, 1930. * 
oe LOTS” (339-676. : 


~ including: | 


Diawing’ Riou ve and 2, Gordon suid Sitting eee aie 
Small Rooms in Clock Tower, East Wing Bedrooms, C. B. 
and AS and Corridor ; Bedrooms, G., PoE: D., CB. A. 
Duke and Duchess Wing, Maid’s Hedvoon Young Ladies’ | 

ee Nee St. see 5 oe 


es Sale—Feiday, | Sth: September, 1930. = 
e LOTS” 677-962. 


including: 


rridors” es Stowade: and Basekooper’ 8 Sod Butler's Bo 
Pantry, Domestic Offices, ‘Exterior Fittings, Seeding Oriel 


Windows, Doorways, Pewee Clock, the Fabric of the Domestic S: e e 
Wing, the Fabrics of the Castle and the Museum, Gas Works ie ee 


GENERAL VIEW, 


F vy 


mere NEY CASTLE 


YORKSHIRE 
4 miles from Bedale, 5 from Catterick, 15 from Northallerton, 16 from Darlington. 


PERRY & PHILLIPS, Lop. 
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Have been favoured with instructions to SELL BY AUCTION, on the premises 
(unless previously sold privately) on 


WEDNESDAY, THURSDAY & FRIDAY 
3rd, 4th and 5th September, 1930 


The Whole of the Valuable Interior and Exterior 


Fixtures and Fittings 


in and about the precincts prior to the 


DEMOLITION. Of) PHE.CASTEE 


including 
16,000 sq. Fr. of OLD OAK and PINE FLOORING 
7,100 se. Fr. OLD OAK and PINE PANELLING 
75 RARE CARVED WOOD AND MARBLE MANTELPIECES 
ORIGINAL XVIitH CENTURY CARVED STONE DOORWAY 
THREE XVtH CENTURY ORIEL & ANGLE WINDOWS 
A RARE TOWER CLOCK 


OLD LEAD WATER HEADS, GARDEN ORNAMENTS ; 
ALSO 


THE FABRIC OF THE CASTLE 
THE FABRIC OF THE DOMESTIC WING 
THE FABRIC OF THE MUSEUM © 


will be sold 


FOR DEMOLITION. 


Sale will commence at 11 o’clock each day. 


The Castle may be viewed the week prior to the Sale on production of Catalogue (Price 1/- each), 
obtainable from Messrs. Wallis & Arnett, 5, Houndgate, Darlington ; or Perry & Phillips, Ltd., 
Bridgnorth, Shropshire, Telephone 13 Bridgnorth. 


REFRESHMENTS will be supplied on the premises by Miss Thompson, Greyhound Inn, Hackforth. 


Historical Notes. 


HORNBY CASTLE. 


HEi oldest part of the Castle, built round a 
Ale courtyard in the medieval style, is the Tower 

at the north west, known as St. Quintin’s 
Tower, dating from the 14th century. The Castle 
at that time was owned by the St. Quintin Family 
from whom it passed by marriage to the family of 
the Conyers. ‘The keep at the south-east of the 
courtyard is of 15th century date. 


The principal Entrance Gateway adjoins the keep 
in the south front, which was modernized in the 
18th century, with most of the exterior of the 
Castle, and a large wing built to the north of St. 
Quintin’s Tower. Several beautiful traceried 
windows remain in the courtyard, including two 
elegant oriels. 


The rich inner dorway on the north side of the 
courtyard has over it a large Coat of Arms with 
supporters, a lion and a bull. The Shield shows 
the Arms of Conyers quartering St. Quintin, 
Kyleston, Darcy, Neynell, Nevill of Raby, 
fauconberg and Braose. This was the work of 
William, Lord Conyers, by whom much rebuilding 
seems to have been done early in the 16th century. 
The Castle passed from the Conyers family by 
marriage, to the Darcys, one of whom was 
created Karl of Holderness in 1682. The EKarldom 
soon became extinct, but the heiress, Baroness 
Conyers, married Godolphus Osborne, Marquis of 
Carmarthen, afterwards Duke of Leeds. 
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IMPORTANT. 


Please fill in your Name and Address and 
hand to the Auctioneers on your First Purchase. 
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HORNBY CASTLE. 


FIRST DAY’S SALE. 


Wednesday, 3rd September, 1930. 


COMMENCING AT 11-0 O’?CLOCK. 
LOTS 1 TO 388. 


DINING ROOM. 


Pine floor as laid, 45-ft. 4-in. x 22-ft. 10-in. 


The oak frame sash window, 4-ft. 9-in. x 9-ft., with 
circular top, including folding shutters and window 
seat, extreme height 12-ft. 6-in. 


A similar lot 
A similar lot 
A similar lot 


A similar lot 


The handsome carved wood and gilt window cornice, 


fitted with curtain rods, 7-ft. 9-in. wide. 
Ditto 
Ditto 
Ditto 
Ditto 


THE HANDSOME ROUGE MARBLE MANTEL- 
PIECE WITH FLUTED AND CARVED TRUSS 
SUPPORTS, 6-ft. wide x 4-ft. 3-in. high, and 


hearthstone 


The massive iron dog grate and shaped back with rope 
edge, floral and scroll decoration 


+ 


OT 
14 The cast iron grate linings as fixed 


15 A SIMILAR MANTELPIECHK, WITH ROUGE 
MARBLE HEARTHSTON E 


16 A similar dog grate 
17 A similar set of linings 


To uate FINKE OLD PANELLED OAK poor) 3-t, 3-1n. 
een WICemXinioetoe ml 1112 high, FITTED WITH OLD 
' BRASS BOX LOCK AND OLD BRASS ‘‘H’’ 
HINGES, TOGETHER WITH FRAME TO SAME 

' AS MARKED 


19] A SIMILAR DOOR 


20 THE FINE OLD GEORGIAN PINE PANELLING 
AS FITTED TO THE ROOM _IN.. LARGE 
PANELS AND DADO BELOW, WITH DENTIL 
AND CARVED. CORNICE PICKED OUT IN 
GILT, ALSO THE TWO FLUTED COLUMNS 

\ WITH. CARVED... CORINTHIAN  CAPTTATS 
WITH ENRICHMENTS PICKED OUT IN GILT 
AT EACH SIDE OF FIREPLACE. INCLUDED 
_ IN THIS'LOT ARETHR TWO CARVED Woop: 

| PANELS OF SCROLL AND. CONVENTIONAL 

|} DESIGN, EACH 9-in. x 4-ft. 5-in—SIZE OF 

ROOM e4 oa G-in. lcm ooette erin xt eth. 16-1. 
TOTAL WALL SPACE IS 114-ft. x 13-ft. 6-in.— 
OVER TWO DOORS 4-ft. 5-in. x 4-ft. 10-in. EACH 
AND OVER MANTELPIECES 6-ft, 2-in. x 9-ft. and 
5-ft. 9-in. x 9-ft. 5-in. TOTAL 1,687 SQUARE 
FEET (see illustration) > EIS 7 ae 


els » Pair of 18th century carved and painted wood panels, 


draped and tassel festoon with fruit in high relief, 
23-in. x 8-ft. 9-in. 


af <2 ~The gilt and wood decoration as fixed to the ceiling, 
“ cogetes forming the panels and encasing the beams 


4 
a lahaleae BCCI Ee RAS Io Nice 
e ie 
We 


23 The pine linings between the two doorways, one fitted 
as cupboard, 6-ft. x 8-ft. 3-in. (leading to Oak 
Parlour) 

24 The deep pine linings, 5-ft. 9-in. x 8-ft. (leading to the 
corridor) 


244 Five barrel spring roller blinds 


DINING Room 


THE 


LOT 
20 


26 | 
ET 


— 


a7) 


28 
29 


30) 
dl 


dd 


9) 
OAK PARLOUR No. | (adjoining Dining Room). 
Pine floor .as laid, 20-ft. x 17-ft. 3-in.- 


HANDSOME OLD OAK PANELLED DOOR, 
3-ft. 3d-in. x 7-ft. FITTED WITH BRASS BOX 
LOCK AND MASSIVE BRASS ‘“‘H’’ HINGES 
AND THE OAK FRAME ONLY 


A SIMILAR LOT 
A SIMILAR. LOT, 3-ft. 6-in. x T-ft. 


Oak frame sash window with circular top, 4-ft. x 9-ft., 
extreme height 12-ft. 6-in., with folding shutters and 
window seat 


Ditto ditto 4-ft. x 9-ft., extreme height 12-ft. 6-in. 


The very handsome carved oak window cornice, fitted 
with curtain rods, 7-ft. long 


A similar lot 


Nine lengths picture rod and hooks as fixed to the room 


304 ‘Two barrel spring roller blinds 


34: 


nd 


30 


36 


ot 
38 


THE PINE PANELLING AS FITTED TO THE 
ROOM, INCLUDING 8. FLUTED...COLUMNS 
WITH CARVED CAPITALS AND CARVED 
AND MOULDED FRIEZE, SIZE OF ROOM 
21-ft. x 17-ft. 10-in.—TOTAL WALL SPACE 
48-ft. x 12-ft. 4-in., AND OVER DOORS 4-ft. 2-in. 
x 4-ft. T-in. (3), TOTAL ABOUT 640 SQUARE 
The old carved wood mantelpiece with key and floral 


frieze and carved floral border, also white marble 
lining and hearthstone, 6-ft. 5-in. x 6-ft. 


cg Sse 


The polished steel and ion bar grate with adjustable 
draw plate, 3-ft. 4-in. x 3-ft. 5-in. 
OAK PARLOUR No. 2 (adjoining No. 1). 
Pine floor as laid, 20-ft. x 18-ft. 9-in. 


Oak frame sash window, with circular top, 4-ft. x 9-ft., 
with folding shutters and window seat, extreme 


height 12-ft. 6-1n. 


i 6 
LOT 
39 A similar lot 


40! The very handsome carved oak window cornice, with 
“curtain rods, 8-ft. long: 


41 j A similar lot 


i‘ 42 The handsome oak panelled door, 3-ft. 2-in. x 7-ft., 
a ) fitted with brass box lock and old brass ‘‘H”’ hinges, 
with the oak frame and pine linings to same. 


_43\ A similar lot, 3-ft. l-in., x 7-ft., and deep pine lining 


44 | THE ADAMS CARVED WOOD MANTELPIECH, 

ae WITH FESTOONED PANEL AND CARVED 
AND DENTIL FRIEZE WITH RETURNED 
ENDS, 6-ft. 9-in. x 5-ft. 2-in., ALSO MARBLE 
LININGS AND HEARTHSTONE 


45 The polished steel and iron bar grate with adjustable 
ventilator 


/.46\THE PINE PANELLING AS_FITTED TO THE 
“ROOM, INCLUDING “TWELVE) FLUTED: 
COLUMNS WITH CARVE APITALS AND 
CARVED FRIEZE, SIZE OF ROOM 20-ft. 8-in. 

{ x 18-ft. 10-in. x 12-ft. 4-in. HIGH—TOTAL WALL 

* SPACE 52-ft. 8-in. x 12-ft. 4-in.—OVER TWO 
DOORS 4-ff-8in. x 4-ft. 7-in. (2). TOTAL ABOUT 
670 SQUARE FEET (see illustration) 


47 The iron picture rods as fixed 
48 Two barrel spring roller blinds 


STEWARD’S ROOM. 


49 Oak frame sash window, 3-ft. T-in. x 8-ft., with folding 
shutters, panelling below and window seat 


494 A similar lot 


50 Two gauze window screens, with wood frame, 3-ft. 6-in. 
x 2-ft., and two deal curtain laths and rods 


51 Two pairs old brass 4-in. curtain holders 


52 Brass gas pendant, with three lights and weights 
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LOT 


56 


57 
D8 


D9 


60 


61 


62 


63 
64 


T 


Dove marble mantelpiece, with wood shelf and stone 
hearth, 5-ft. 9-in. x 5-ft., with iron grate and linings 


Deal floor as laid, 18-ft. x 18-ft. 4-in. 


THE QUEEN ANNE PINE PANELLING AS 
FITTED TO THE ROOM, WITH MOULDED 
WOOD CORNICH, INCLUDING DOOR FITTED 
WITH OLD BRASS BOX LOCK. ONE SIDE OF 
ROOM FORMING RANGE OF CUPBOARD FIT- 
MENTS, FOUR HAVING SMALL GLAZED 
PANELS, SIZE OF ROOM 18-ft. x 19-ft. x 12-ft. 
4-in.. WALL SPACE 58-ft. 10-in. x 12-ft. 4-in., 
OVER MANTELPIECE 5-ft. 9-in. x 6-ft. 2-in.; 
TOTAL ABOUT 670 SQUARE FEET 


Three-shelf bookcase, nest of pigeon holes and deal shelf 
fitted to the window : 


BUTLER’S BEDROOM. 
Deal floor, 16-ft. 9-in. x 16-ft., as laid 


Oak frame sash window, 4-ft. x 7-ft., with shutters and 
shelves below 


Old stone moulded mantelpiece, 4-ft. 10-in. x 4-ft. 3-in., 
and iron interior grate 


THE OLD JACOBEAN OAK PANELLING AS 
FITTED TO THE ROOM, 15-ft. 9-in. x 18-ft. x 
10-ft. 10-in., INCLUDING DOOR AND TWO 
WOOD MANTEL SHELVES, WALL SPACE 
50-ft. x 10-ft. 10-in., and 6-ft. x 5-ft. 2-in., TOTAL 
ABOUT 620 SQUARE FEET 


Double gas bracket and curtain rod 


Two old brass curtain holders and two oak shelves 


CHINA ROOM. 
Pine floor, 17-ft. 10-in. x 14-ft. 


Oak frame sash window, 3-ft. 8-in. x 7-ft., with folding 
shutters and window seat 


66 


67 


68 
69 
70 


ee: 


T2 
(6) 


T4 
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® THE OLD PINK GEORGIAN PANELLING WITH 


MOULDED WOOD CORNICE AS FITTED TO 
THE ROOM, INCLUDING DOOR. 18-ft. 6-in. x 
14-ft. x 11-ft. 4-in., WALL SPACE 45-ft. 6-in. x 
1l-ft. 4-in. and 6-ft. 6-in. x 4-ft. 6-in., TOTAL 
ABOUT 5380 SQUARE FEET 

THE FITMENT OF OAK BREAKFRONT CHINA 
DISPLAY CABINETS FITTED WITH SHELVES 
KNCLOSED BY 44 PAIRS GLAZED PANELLED 
DOORS WITH HEAVY BRASS RULE HINGES, 
20-ft..3-in. x 9-ft. 5-in. HIGH—NO BACK 


A SIMILAR CABINET WITH 34 PAIRS DOORS, 
16-ft. x 9-ft. 6-in. HIGH—NO BACK 


DARK ROOM. 
Deal floor as laid, 12-ft. x 18-ft. 4-in. 
Dark room window, 6-ft. 5-in. x 4-ft. 6-in. 
Oak sash window only, 6-ft. 5-in. x 4-ft. 6-in. 
Porcelain washing tray, 2-ft. 2-in. x 16-in., and lead 
draining’ tray with six-division cupboard under, also 
tap and length of lead pipe off as marked 
The old iron hob grate and marble hearth. 


Bronze double gas bracket and gas tube connection fitted 
with incandescent light 


THE PINE PANELLING WITH MOULDED 
WOOD CORNICE AS FIXED TO THE ROOM, 
INCLUDING THREE DOORS, SIZE OF ROOM 
18-ft. x 12-ft. x 11-ft. 6-in., WALL SPACE 91-ft. 
l-in. x 11-ft. 6-in. and 7-ft. x= 65-ft-.6-in., TO- 
GETHER WITH TWO 8-TIER- OPEN BOOK- 
SHELVES ON BRACKETS AND WINDOW SEAT; 
TOTAL ABOUT 624 SQUARE FEET 


SMALL HALL AND STAIRCASE 
between Parlour No. 2 and Great Hall. 


T4a\ The mahogany handrail, 56-ft. 9-in. x 3- in., and cast 


agitating 


— iron atustradés, “as “axed to ‘the stone » Sfaircase and 


landing” Spy 


LOT 


18 


19 
80 


sl 


82 


33 


84 


89 


86 


87 


88 


89 


90 
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BRONZE HEAD OF RETRIEVER CARRYING TWO 
GAS BURNERS, WITH GLOBES FITTED TO 
THE WALL 


A SIMILAR LOT 


Radiator and cast iron guard with marble top, 6-ft. 6-in. 
x ]-ft. 9-in. x 1-ft. 5-in., to be disconnected at floor 
level 


Baize covered door with ebonised mouldings and glazed 
panel, 3-ft. 7-in. xX 7-ft. 6-in., and deep lining to Oak 
Parlour 


A similar lot. No frame or lining to Great Hall 


A similar lot, 3-ft. 4-in. x 7-ft. 6-in., together with 
frame and linings to Back Hall 


Sash frame window, 5-ft. x 6-ft. 3-in., with folding 
shutters and panelling below—extreme height 
10-ft. 4-in. 


Mahogany window cornice, 8-ft. wide, with pole an 
rings and wreath ornament surmounted in centre 


The stone flagging as laid with slate diamonds, 22-ft. x 


16-ft. 


Length of fire Hose, with metal connections and copper 
nozzle, and wall bracket 


The Corner Cupboard fitment, enclosing sink and tap. To 
be disconnected at wall level 


Sash frame window, 5-ft. Xx 8-ft., with lining and two hit 
and miss ventilators (on stairs) 


Mahogany cornice pole with rings and supported by 
carved trusses 


Length of fire hose enclosed by wall fitment and copper 
nozzle 


Small corner cupboard with sink and tap. To be 
disconnected at supply pipe and floor level 


Pine panelled door, 3-ft. 3-in. x T7-ft., fitted with brass 
furniture and frame (on landing) 


‘i 


LOT 


10 
THE GREAT HALL. 


91 THE OAK FLOOR AS LAID WITH OAK PAR- 


QUETRY BORDER, 30-ft. x 44-ft. 


92 The skirting Bn oe rail as fixed to the room about 


‘T10-ft. 


93, THE PINE PANELLED DOOR, 3-ft. 7-in. x 7-ft. 6-in. 


it 


ne Lad ADP OTE ENTE PIU 


ON RISING BUTTS AND FITTED WITH 
MASSIVE OLD BRASS BOX LOCK ENGRAVED 
IU ME ARMS AND ENGRAVED CORNERS, 


TOGETHER ‘WITH FLUTED FRAME AND 


_ OVERDOOR, SUPPORTED WITH CARVED 


: - WOOD TRUSSES 


94 A SIMILAR LOT. 


95| A SIMILAR LOT 
96 A SIMILAR LOT 


97 { The massive panelled oak entrance door, 5-ft. < 9-ft. 6-in., 
we “with old’ brass boX"l6ék; ensvaved with Royal Neat 


and engraved corners, together with fluted frame and 
shaped pediment overdoor, supported by four carved 
wood trusses. Extreme size 10-ft. wide x 14-ft. 2-in. 


98 ‘The sash window with semi-circular top, fitted with hit 


99 
100 
101 
102 
103 
104 


105 
106 


A 
A 
A 
A 


and miss ventilator, folding shutters and fluted and 
moulded frame. Size of sash 5-ft. l-in. x 10-ft., 
extreme size of frame 11-ft. 3-in. x 7-ft. 2-in. 


similar lot 
similar lot 
similar lot 


similar lot 


The five white Holland barrel spring roller blinds. 


A 


A 
A 


pair of old brass 74-in. diameter curtain holders with 
embossed centres 


similar lot 


similar lot 


LOT 


11 


107 A similar lot 
108 A similar lot 


1084 Two pairs maroon silk bell ropes and tassels 


109; A FINE SOHO TAPESTRY PANEL, with figures of 


| 


110 
fit 


112 
Lis 
114 
11d 


116 - 


ben 


118 


Cephalus and Procris in a park of a mansion, with 
temple and statues, 10-ft. 2-in. x 5-ft.9-in. N.B.—A 
similar panel is at Arundel Castle 


The massive gilt chandelier chain 


The 4-ft. 10-in. painted iron 13-column radiator and — 


A 
A 
A 


4 


valve. ‘To be disconnected at floor level 
similar lot 
similar lot 


similar lot 


THE VERY MASSIVE CARVED STONE MANTEL- 


PIECE, THE FRIEZE DECORATED WITH 
CARVED ARROWS, THE CENTRE PANEL 
WITH CARVED ARMS AND CENTRE ROSH, 
SUPPORTED BY FOUR SHAPED TRUSSES 
DECORATED WITH LEAF AND SCROLL 
FOLIAGE WITH TILED HEARTH, EXTREME 
HEIGHT, 7-ft. x 10-ft. 4-im. wide, SIZH OF 
OPENING, 4-ft. 9-in. x 4-ft. 11-in. 


THE MASSIVE POLISHED STEEL AND BRASS 


DOG GRATE, FITTED WITH CHASED DOGS 
AND FLORAL PEDIMENT—ALSO THE OLD 
CAST IRON FIRE BACK REPRESENTING A 
BATTLE SCENE AND MOUNTED ON A SQUARE 
PLINTH OF MARBLE AND IRON. EXTREME 
WIDTH, 3-ft. 10-in. 


‘THE MASSIVE POLISHED STEEL LININGS TO 


THE GRATE, WITH POLISHED BRASS 
FLUTED PILASTERS AND CROSS’ RAIL. 
MOUNTED WITH BRASS BOSSES, TOGETHER 
WITH THE IRON LINING TO THE GRATE AND 
ADJUSTABLE DRAW PLACE. EXTREME SIZE, 
4-ft. 9-in, x’ 4-ft, 11-0: 


A SIMILAR MANTELPIECE. 


128 


129 


130 


151 


132 


12 


A SIMILAR POLISHED STEEL AND BRASS DOG 
GRATE 


A SIMILAR SET OF LININGS 


THE STAINED GLASS CIRCULAR PANEL WITH 
COAT OF ARMS OF FITZ CHARLES OSBORN, IN 
COLOUR ON CENTRE SQUARE PANEL AND 
SURROUNDED BY FLEUR-DE-LYS IN LEADED 
DIAMONDS AND COLOURED SCROLL BORDER ; 
AND INNER FRAME. APPROXIMATE DIAME- 
TER 6-ft. 


similar lot with the Arms of Granvile Osborn 


similar lot with the Arms of Osborn Bennett 


- & 


similar lot with the Arms of Osborn Bennett 
A similar lot with the Arms of O’Brien Osborn (1793) 
A similar lot with un-named Arms 


The six Glass Windows and frames behind the coloured 


glass windows 


THE SOUTH HALL AND LOBBY. 


The massive pine panelled door on rising butts and fitted 
with old brass box lock, engraved with Royal Arms 
and corner pieces, together with the semi-circular 
fanlight and panelling and framing. Size of door 
4-ft. 8-in. x 9-ft.—extreme size of frame 14-ft. 3-in. 
high 

The old stone flag floor with slate diamonds as laid, 


3Q-ft. 3-in. X 19-ft. 3-in. 


The baize covered screen door with ebonized mouldings 
and glass panel, 3-ft. 7-in. x 7-ft. 6-in. No framing 
included 


The marble linings as fitted to the recess about 8-ft. 6-in. 
x 9-ft. 


The 28-column Radiator 6ft. long with valve. To be 
disconnected at floor level 


13 
LOT 
133 The coloured and leaded heht glass window with Coat of 
Arms of Osborn Bert in square panel, surrounded by 
fleur-de-lys in diamond panels and scroll border. Size 
Aft. 84in. X 8ft. and inner frame 


134 <A similar lot with the Arms of Cooke Osborn 


135 Two glass windows and frame behind the coloured glass 
panels 


136 The sash window with semi-circular top, 4-ft. 9-in. x 
9-ft. 5-in. with folding shutters and framing 


137 | The mahogany handrail, 41-ft. 9-in. x 3-in. and cast iron 


ponetett 
sy on 


balusters as fixed to the stone staircase. Also the 
short length of handrail with similar balusters 5-ft. 
long 


1THE VERY RARE WIND GAUGE AS FIXED IN 


OTHER LEAD WORK 


139 7 Three heavy brass suspending chains for chandelier 


oa es sei 


140 The old lead hght and coloured glass panel with crest Pax 
in Bello, with circular top about 3-ft. 6-in. x 6-ft. 
Q-in. 


BILLIARD ROOM. 


141 Baize covered door, 3-ft- 2-in. < T-ft., with ebonized 
moulding, glass panel and spring. (No framing.) 


142 Pine panelled door, 3-ft. 2-in. x 7-ft. l-in., with massive 
old brass box lock and engraved corners, with framing 
and deep linings. 


143 THE OAK FLOOR IN WIDE BOARDS AS LAID, 
26-ft. 6-in. x 29-ft. 


144 Painted skirting as fixed to the room. 
145 The deal platform, 9-ft. 6-in. x 3-ft. 6-in. 
146 Sash window, 4-ft. 5-in. x 6-ft. 10-in., with shaped bars, 


folding shutters and framing. 
147 A similar lot. 
148 A similar lot. 


er GILT FRAME, TOGETHER WITH THE COPPER~ 
ant f WEATHER VANE IN CONNECTION WITH THE 
j SAME, NOW FIXED ON LEAD FLAT. NO | 


1S biepeeats 


a eae: 
& eee 


LOT 
149 
150 


151 
152 
1538 


154 


155 
156 
157 


158 


159 


Ase 


161. 
162 } 


163} 


164 


165 
166 
167 
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Three barrel spring roller blinds. 


The ebonized and gilt fluted cornice pole with carved 
pomegranite ends, with laths and curtain rods. 


A similar lot. 
A similar lot with carved double spear ornament. 


The three-panel mirror as fixed in recess in gilt frame and 
top hnings to same. Mirror 6-ft. x 6-ft. 6-in. 


The grey moulded marble mantelpiece, 4-ft. 7-in. high x 
6-ft. l-in. wide. 


The polished steel dog grate with perforated front rail. 
Two silk cord bell ropes. 


The handsome brass six-light billiards chandelier and 
shades, fitted with incandescent burners. 


17-column radiator and valve. ‘To be disconnected at 
floor level. 
LIBRARY. 
_ Pine panelled door, 3-ft. 2-in. x 7-in., with massive old 


' brass box lock with engraved corners, including 
framing and linings. 


\The fine white marble mantelpiece with fluted pilasters 


and frieze with carved roses, 7-ft. 2-in. x 4-ft. 8-in., 
and marble hearthstone 


The fine old urn shaped polished steel basket grate with 
snake handles, and the iron and brass surrounds. 


THE OAK FLOOR AS LAID WITH WIDE BOARDS, 
28-ft. x 23-ft. 6-in. 


Painted skirting as fixed to the room. 


The sash window, 4-ft. 3-in. < 6-ft. 6-in., with shaped 
bars, folding shutters and framing. 


A similar lot. 
A similar lot. 


Three barrel spring roller blinds. 


LOT 
168 


169 
170 


Li 


172} 


173 
174 


175 
176 


177 


178 
179 


180 


181 
182 
183 
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Three panel mirror in ebonized and gilt frame, 2-ft. 4-in. 
x 8-ft. 


A similar lot. 


Four-column disc radiator with cast iron front, 4-ft. 6-in. 
ntfs CR An | 


Shaped window lath to bay, fitted with three brass rods 
and carved gilt pediment. 


THE VERY HANDSOME RANGE OF MAHOGANY 
BREAK FRONT OPEN BOOK SHELVES, FITTED 
WITH ADJUSTABLE SHELVES, DIVIDED BY 
FLUTED COLUMNS WITH CARVED CAPITALS 
AND REEDED CORNICE. EXTREME SIZE 
20-ft. 10-in. x 10-ft. T-in. 


A SIMILAR LOT 


Two silk cord bell pulls. 


THE LOWER SOUTH HALL. 


The old stone flagging with slate diamonds as laid. 


The 23-in. 5-column radiator. To be disconnected at 
floor level. ; 


The stained and leaded light window with coat of arms of 
Heibert Osborn on centre panel, with fleur-de-lys and 
scroll border, also the inner wood frame. Extreme size, 


3ft. 9-in. x 5-ft. 
The glass window and frame behind this light. 


The pair oak panelled doors and framing enclosing cup- 
board. Extreme size 4-ft. l-in. x 4ft. 7-in. 


The length of fire hose with metal connections and copper 
nozzle and brackets for same. 


Two brass gas brackets and shades. 
Minimax fire extinguisher and brackets 


A small painted corner cupboard and lead tray. 
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PASSAGE AND SIDE HALL LEADING TO 


COURT YARD. 


LOT 
184 Pine panelled door, 3-ft. 2-in. x 7-ft., and framing, fitted 
with old brass box lock with engraved corners. 


185 Flagged floor as laid, 29-ft. x 3-ft. 6-in. 
186} PAIR OF OLD OAK PANELLED FOLDING DOORS 


come WITH RAISED MOULDING FORMING PANELS, 


EACH 20-in. x 6-ft. 8-in. WITH FRAMING AND 
FANLIGHT OVER. 


187 The carved wood bracket and gas bracket and an old oak 
corner bracket. 


188 The leaded light window in two sections, together with 
the old stone mullions with shaped tops, 5ft. 3in. x 6ft. 
T-1n. 


189 Deal window lining, 5-ft. 3-in. x 3-ft. 


190. The old oak door, 3-ft. 2-in. x 6-ft. 8-in., with brass box 


lock and raised mouldings together with frame and 
hnings. 


191 A similar lot, 3-ft. 2-in. x 6-ft. 6-in. 


"192 | Deal window frame and linings, glazed with silver plate 


panels, 4-ft. 3-in. x 8-ft. 3-in. 
193 Flagged floor with slate diamonds, 29-ft. 9-in. x 10-ft. 


194 Deal skirting as fixed. 
195 Two brass gas pendants. 


196 Hleven-column radiator. (To be disconnected at floor 


level). 
197 The old moulded marble mantelpiece, 5-ft. x 4-ft. 3-in. 


198 ‘The polished steel and iron grate with brass mouldings. 
199 ‘Two painted cornice poles. 


200 Sash window, 4-ft- 2-in. x 8-ft., with shutters and 
framing fitted with plate glass panels. 


b7 
GROUND FLOOR—DUKE’S CLOAK ROOM. 


201 Pine panelled door, 3-ft. 2-in. x 7-ft. and framing. 
202 Deal skirting as fixed in cloak room and two lavatories. 


203 The double lavatory basin on cast iron frame, fitted with 
marble top, 5-ft. x 2-ft., four supply taps and two 
waste pipes. The lead supply and discharge pipes to 
be disconnected as marked. No other piping included. 


204 The old three panel mirror with circular top, 18-in. x 


8-ft. 
205 A similar lot. 
206 Large spring roller blind. 
207 Pair old 6-in. brass curtain holders. 
208 Two gas brackets, rail and hooks. 


209 Three panel old stone mullioned window, 6-ft. 9-in. x 
T-ft. 


210 Carved wood window cornice, 10-ft. wide, fitted with 
curtain rods. 


211 Glazed panelled door and frame, 2-ft. 8-in. x 6-ft. 6-in. 


212 W.C. pedestal fitment with flushing tank and pipe. To 
be disconnected as marked 


213 Grey marble mantelpiece, 4-ft. 4-in. <x 4-ft., also the iron 
interior grate with adjustable draw plate 


214 Glazed panelled door and framing, 2-ft. 8-in. x 6-ft. 6-in. 


215 Pedestal w.c. fitment with flushing tank and pipe. Pipes 
to be disconnected as marked 


216 Glazed window, with ventilator as fixed 


217 Deal shelf as fixed, 17-ft. 6-in. 


CORRIDOR LEADING FROM DUKE’S CLOAK ROOM. 


218 Sash window, 2-ft. 9-in. x 4-ft. 9-in., with folding 
shutters and deep linings 


219 Pine panelled door, 3-ft, l-in, x 7-ft, and framing 


235 


236 


237 
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_ The old oak panelled door, 3-ft. 2-in. x 6-ft. 9-in., fitted 


with old brass box lock -—"~ 


Stone flagging as laid in the whole of the passage from 
Court Yard entrance to stone steps—about 30 yards x 
5-ft., also as laid at foot of staircase, 12-ft. x 6-ft. 


Sash window with hit and miss ventilator, 4-ft. 9-in. x 


5-ft. 6-in. 
A similar lot 
A similar lot 
A similar lot with no ventilator 


Baize covered door, 3-ft. l-in. x 7-ft. with glazed panel 
and patent spring, and deep linings to doorway fitted 
with small cupboard door 


Ten-column radiator. ‘T'o be disconnected at first joint 
Minimax fire extinguisher 


Pair pine panelled doors enclosing cupboard at foot of 
staircase 


White painted skirting as laid 


Four brass gas brackets with incandescent burner and 
globes 


Iron heating stove, 18-in. wide x 3-ft. 


Pine panelled door, 3-ft. l-in. x 6-ft. 11-in., fitted with 
spring and deal linings to same 


Length of fire hose with metal connections, copper nozzle 
and wood bracket for same 


STUDY. 


Pine panelled door, 3-ft. 4-in. x 6-ft. 1l-in., with 
massive brass box lock with engraved corners and 
deep linings 


_OAK FLOOR IN WIDE BOARD AS LAID, 24-ft. 6-in. 


x 20-ft. 
Deal skirting as fixed 


LOT 


19 


238 { Old grey moulded marble mantelpiece, 5-ft. x 4-ft. 3-in., 


239 


240 
241 
242 


243 


with opening 3-ft. l-in. x 3-ft. and hearthstone, also 
the polished steel and iron interior grate with per- 
forated front and adjustable draw plate 


Sash window with shaped bars, 4-ft. 6-in. x 6-ft. 6-in. 
with shutters, framing and panelling below 


A similar lot 
Two white cornice poles, two blinds and rollers 


Two pairs old brass and bronze 4-in. curtain holders 


EAST WING—BEDROOM No. 1 ADJOINING. 


Baize covered door, 3-ft. 2-in. x T-ft. and glazed panel. 
No framing 


Pine panelled door, 6-ft. 1l-in. x 3-ft. l-in., with 
framing and deep linings 


A similar lot with framing as marked 


Grey marble mantelpiece with white marble linings, 
5-ft. x 4-ft. with opening 3-ft. 5-in. x 3-ft. 2-in. and 
marble hearthstone 


The iron grate with perforated front as fixed and the iron 
and polished steel linings 


OAK FLOOR IN WIDE BOARDS AS LAID, 
26-4 beim 20ste. Gain, ) 


Skirting as fixed to the room about 60-ft. x 11-ft. 


Sash window with shaped bars, 4-ft. 4-in. x 7-ft., with 
folding shutters, framing and panelling below 


A similar lot 
A similar lot 


Three pairs of 44-in. old brass curtain holders 


Two cord bell pulls, shaped window lath fitted with 
curtain rods as fixed to the bay 


LOT 
259 


206 


200 


258 | 


Se al all 


209 
260 


261 
262 


263 
264 


264.4 


265 
266 
267 


268 
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EAST WING—BEDROOM No. 2. 


Pine panelled door, 3-ft. 2-in. x 6-ft. 1l-in. and frame 
with deep linings as marked 


A similar lot and deep linings 
Baize covered door, 3ft. 2-in. x 7-ft. No frame 


OAK FLOOR IN WIDE BOARDS, AS LAID 22-ft. 
Geineex< 1) O21 t0-1ne 


Skirting as laid about 46-ft. 


Sash window, 4-ft. 6-in. x 7-ft. with shaped bars, 
folding shutters, framing and panelling below 


A similar lot 


Two pairs 34-in. old brass curtain holders and two 
window laths and rods 


Marble mantelpiece, 5-ft. x 3-ft. 11-in. and hearthstone 


The polished steel and iron grate with perforated front, 
3-ft. 4-in. x 3-ft. 4-1n. 


SCHOOL ROOM. 
Pine panelled door, 3-ft. 3-in. x 6-ft. 1l-in., fitted with 
old brass box lock and framing 
Small children’s gate, 3-ft. 2-in. x 2-ft. 10-in. 
Pine floor and skirting as laid, 22-ft. x 16-ft. 9-in. 


Fourteen-column radiator and valve. To be disconnected 
at floor level. 


Modern interior hob grate, 3-ft. 2-in. wide x 3-ft. 10-in., 
with tiled panels and tiled hearth. 


Oak frame sash window with ventilator, 4-ft. x T-ft., 
with folding shutters and frame 


A similar lot 


T'wo brass cornice poles and two roller blinds 


212 


276 
rae 


218 


219 


280 


al 
W.C. 


Baize covered door, 3-ft. 10-in. x 6-ft. ll-in., with 
glazed centre panel, frame and shaped fanlight over 


Baize covered door, 3-ft. x 7-ft., with framing and three 
panel fanlight over 


A similar lot, 3-ft. 3-in. x 7-ft. and three panel fanlight 
over 


W.C. pedestal fitment with flushing tank and pipe. '‘l'o be 
disconnected at wall level 


Small casement window and gas bracket 


Five-column radiator. To be disconnected at floor level 


BACHELORS’ WING—BATHROOM. 


Rufford porcelain bath, 5-ft., in mahogany casing, 
including two brass supply taps, supply and discharge 
pipes. To be disconnected at floor level and where 
marked. No other piping included 


Copper and brass towel airer with three tubes and valve. 
To be disconnected at valve and first joint 


Length of fire hose with metal connections and copper 
nozzle 


Pine panelled door, 3-ft. x 6-ft. 9-in., with brass furni 
ture and frame 


Pine panelled door, 2-ft. 3-in. x 6-ft. 9-in. and ditto. 


Sash frame window, 4-ft. 8-in., with folding shutters and 
panelling below 


_ Marble dado_and..wood mouldings, about RUT x 2-8 


6-in. , with corner shelf ~ 
Pine floor and skirting and linoleum as laid 


Brass gas bracket with globe 


287 


300 


301 
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BEDROOM No. 1. 


Pine panelled door, 3-ft. x 6-ft. 1l-in., with brass furni- 
ture and frame 


A similar lot, 3-ft. x 6-ft. 1l-in., with brass box lock and 
frame 


Sash frame window, 4-ft. x 8-ft., with folding shutters 
and panelling below 


Pine floor and skirting as laid, 13-ft. x 12-ft. 


Carved wood and painted pelmet board with scroll top 
and curtain rod, 6-ft. wide 


Grey marble mantelpiece, with vein marble linings and 
grate, with perforated front and _ hearthstone, 


4-ft. 2-in. x 3-ft. 9-in. 


BEDROOM No. 2. 


Pine panelled door, 3-ft. 9-in. x 7-ft. 2-in., with brass 
furniture, frame and linings 


Pine panelled door, 3-ft. 2-in. x 6-ft. T-in., with brass 
box lock and frame 


Sash frame window, 4-ft. x 8-ft., with folding shutters 
and panelling below 


Carved wood and painted pelmet board, 6-ft. wide, with 
brass curtain rod 


Pair of old brass curtain holders and bell rope, with 
tassel, together with window blind 


Pine floor and skirting as laid, 18-ft. x 17-ft. 3-in. 


Grey marble mantelpiece and cast iron grate with 
marble hearthstone, 4-ft. 5-in. x 93-ft. 9-in. 


BEDROOM No. 3. 


Pine panelled door, 3-ft. 7-in.. x 7-ft. 2-in., with brass 
furniture, frame and linings 


Pine panelled door, 3-ft. 2-in. x 6-ft. 7-in., fitted with 
brass box lock and frame 


LOT 


302 


3083 


304 
305 


306 


3807 


308 


309 


JLO 


311 
312 


d13 


314 


315 
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DEAL TWO HEIGHT CUPBOARD FITMENT, 
WITH DENTIL AND REEDED CORNICKS, 
ENCLOSED BY FOUR PAIRS OF GLAZED 
PANELLED DOORS; UPPER PORTION FITTED 
WITH ADJUSTABLE SHELVES; EXTREME 
HKIGHT ABOUT 11-ft. x 6-ft. 10-in. 


A similar lot, with 6 glazed panelled doors, having 
return end, 1ll-ft. x 65-ft. 


Pine fioor and skirting as laid, 17-ft. 3-in. x 13-ft. 4-1n. 


Sash frame window, 4-ft. x 8-ft., with folding shutters 
and panelling below 


Painted and moulded wood pelmet board with brass 
curtain rod, 6-ft. wide 


Grey marble mantelpiece and marble hearthstone with 
iron grate, 4-ft. 6-in. x 3-ft. 10-in. 


Pair of brass and bronze curtain holders and bell rope, 
with tassel and spring blind 
BEDROOM No. 4. 
Pine panelled door, 3-ft. 3-in. x 7-ft. 2-in., with brass 
furniture, frame and linings 


Sash frame window, 4-ft. x 8-ft., with folding shutters 
and cupboard below 


Pine floor, 17-ft. 38-in. x 14-ft., and skirting as laid 


Grey marble mantelpiece, with marble hearthstone and 
cast iron grate ; 


Painted, carved and moulded pelmet board, with scroll 
top, 6-ft. wide, with brass curtain rod, also pair of 
brass curtain holders and bell rope with tassel 


BACHELORS’ CORRIDOR. 


Sash frame window, 4-ft. x 8-ft., fitted with hit and 
miss ventilator, with folding shutters and panelling 
below 


A similas lot (no ventilator) 


ir 


» 


LOT 
316 


O17 
318 


319 


320 


321 


322 
323 
324, 


320 


326 


327 ' Mottled marble flap table supported by large cast iron 


FO lini 


528 


329 
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Two cornice laths and pulleys, also two brass gas 
brackets and one globe 


Skirting as fixed, 10-in. high 
Seven-column radiator, 2-ft. 2-in. (to be disconnected at 
first joint) 


The whole of the flag flooring as laid to Dining Room 
corridor, about 63-ft. x 3-ft. 9-in. wide 


Baize covered door, 3-ft. 5-in. x 7-ft. 5-in., with 
ebonised mouldings and glazed panel with frame and 
semi-circular fanlight over 


CORRIDOR ADJOINING DINING ROOM. W.C. 


W.C., pedestal fitment, with flushing tank and pipe 
(to be disconnected at wall level and pan) 


Pine flooring and skirting as laid, 5-ft. 8-in. x 7-ft. 9-in. 
Casement window, 2-ft. 3-in. x 1-ft. 


Pine panelled door, 3-ft. 9-in. x 6-ft. 11-in., with brass 
box lock, frame and fanlight over 


CORRIDOR ADJOINING DINING ROOM. 


Sash window, 4-ft. x 8-ft., with folding shutter and 
panelling, and screen below 


Seven-column radiator, 2-ft. 7-in. x 2-ft. 2-in. (to be 
disconnected at floor level) 


“brackets, 5-ft. J-in. x 3-ft. (shaped to window) 


Pine panelled door, 3-ft. 3-in. x 7-ft. 3-in., with brass 
box lock, with raised moulding forming panels with 
iron “‘Li”’ hinges and frame (no lining to Dining 


Room) 


Pine panelled door, 3-ft. x 7-ft. 7-in., with brass box 
lock, with raised moulding forming panels with iron 
“Li”? hinges and frame, enclosed leaf shelves 


LOT 
330 
ddl 


wu) 
ee) 
oe) 


334 


330 
336 
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Pine panelled door, 2-ft. 4-in. x 6-ft., enclosing shelves 

Range of three shelves on bracket, 3-ft. x 3-ft. 5-in. x 
6-ft. 6-in., range of ditto, 4-ft. x 7-ft. 6-in. x 9-ft., 
also section of old oak Jacobean panelling as fitted to 
the wall, 6-ft. x T-ft. 6-in. 

Pine panelled door, 3-ft. x T7-ft., with old brass box 
lock and frame 

Pine panelled door, 3-ft. 5-in. x T-ft. 3-in., with old 
brass box lock frame and deep linings to stone steps, 
as fixed 

Half-glazed pine panelled door, 3-ft. 2-in. x 7-ft. 4-in., 
with semi-circular fanlight over and frame 


Flag floor as laid, 36-ft. x 6-ft. 


Length of chair rail and skirting, three gas brackets (one 
with shade) 


_ 337; The cast iron hot plate, 4-ft. 3-in. x 1-ft. 3-in. x 


gee: aaa 


md 


d-ft. 2-in., with pair of doors; gas pipe not included 
(to be disconnected at wall and floor levels) 


ere c case ibs ne roller 


Lee EOE onlin 


Fe aa ell aad 


END OF FIRST DAY’S SALE. 


LOT 


389 | 


340 


341 | 


" 
ea, syinssteale 
Soe arapmunr ya balan? V6 


342 
343 


344 
345 


346 
347 
348 
349 


300 
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HORNBY CASTLE. 


SECOND DAY’S SALE. 


Thursday, 4th September, 1930. 


COMMENCING AT 11-0 O’CLOCK. 
LOTS 339 TO 676. 


DRAWING ROOM No. tI. 


Oak panelled door, 3-ft. 3-in. x T-ft. fitted with brass 
furniture and Panag ae a out in gilt, also the 
deep linings to same 


A similar lot, with deep linings as marked 


OLD OAK FLOOR AS LAID, WITH WIDE 
BOARDS, 28-ft. 9-in. x 25-ft. 9-in. 


Painted skirting and chair rail as fixed, about 92-ft. 


The gilt moulding as fixed on the wall, about 220-ft. 
run x 4-in. wide 


Twenty-four brass picture roses 


Sash window, 4-ft. 3-in. x 8-ft., with shaped hit and 
miss ventilators, panelled shuttered framing with 
mouldings picked out in gilt 


A similar lot 
A similar lot (no ventilator) 
Three pairs of old brass and bronze curtain arms 


The gilt-framed panelled mirror in decorated frame, 
10-ft. x 2-ft. 6-in. 


A similar lot 


"GGe ON oe al 
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aT 
LOT 
ae The carved gilt window fitment, with carved wreath 
mask and ring ornaments, together with lath and 
window rods; extreme lone 20-ft. 


‘ al 352 Three Holland roller blinds 


303 Large gilt-frame pier glass in decorated frame, 
8-ft. 6-in. x 5-ft. 6-in. 


354 FINE OLD CARVED WHITE MARBLE MANTEL- 

en | PIECK, WITH LION MASK AND DECORATED 
PANEL, FLUTED AND CARVED PILASTERS 

: WITH EGG AND TONGUE BORDER; SIZE OF 
SHELF 6-ft. 10-in. x 5-ft. HIGH; ALSO THE 

WHITE MARBLE HEARTHSTONE (see illus- 


tration.) 


dont THE POLISHED STEEL AND ORMOLU DOG 
. GRATE, 3-ft. 4-in. WIDE, ON LION’S FEET; 
ALSO THE POLISHED STEEL AND ORMOLU 
GRATE LININGS, 4-ft. 2-in. x oft. 5-in. (see 


Ulustration) 
306 <A pair of old silk cord bell ropes and tassels 
307 Painted skirting and chair rail, as fixed 


DRAWING ROOM No. 2. 


858 Oak panelled door, 3-ft. 3-in. x 7-ft., with brass furni- 
ee ture and onsiginey as marked, with gilt mouldings 
859 | A similar lot and deep linings as marked 
pose gece scent 


360 OAK FLOOR IN WIDE BOARDS. AS LAID, 
28- A x ebet bs. 


“he “7 


7 * 361, Painted skirting and chair rail in gilt key border, as 
ba ssmmernanennr fixed to the room, 70-ft. run 


362 The gilt moulding as fixed to the walls, about 220-ft. 


es run 


hy 363 | The 31 old brass picture, roses 


‘eats 


364 Three pairs of na brass curtain holders 
365 ‘Two old silk cord bell pulls and tassels 


> 28 
366 Sash window, 4-{t. 4-1n. x 8-ft., with shaped bars and 
folding shutters 
367 A similar lot 
368 <A similar lot 
369 The shaped window lath, fitted with curtain rods and 
carved gilt wreath, Lon mask and ring: ornaments 
370 Guilt frame three-panel mirror, 13-ft. x 2-ft. l-in. 
371 <A similar lot 
372 A similar lot, fitted with two panels, 10-ft. x 18-in. 
373 <A similar lot 
374. THE FINE ADAMS WHITE MARBLE MANTEL- 
ce PIECK, WITH FLUTED FRIEZE AND CARVED 
LEAF SHELF SUPPORTED BY FLUTED 
COLUMNS MOUNTED WITH URNS; EXTREME 
SIZE 6-ft. 7-in. x 4-ft. ll-in.; AND MARBLE 
HEARTHSTONE 
375 THE POLISHED STEEL BAR DOG GRATE, WITH 
name PERFORATED FRONT, 2-ft. ll-in.; ALSO THE 
POLISHED STEEL LININGS WITH BRASS 
MOUNTS, 4-ft. 2-in. x 3-ft. 7-in. 


376 Very handsome gilt-frame mirror in decorated frame, 


O-ft. 2-in. x 9-ft. 
377 Three spring roller blinds 


DRAWING ROOM No. 3. 


378 Oak panelled door, 3-ft. 2-in. x 7-ft., fitted with brass 


mr" “furniture, panel picked out in gilt and framing as 


a marked 
Pe 379 i A similar lot and linings as marked (leading to corridor) 
weg Se 45j . 


| wis . 380 A similar lot 


381 OAK FLOOR IN WIDE BOARDS AS LAID, 
— 27-ft. 10-in. x 21-ft., also as laid in lobby room, as 
marked | 


382 Painted skirting and chair rail as fixed, about 80-ft. run 


LOT 
383 


384: 
380 
386 
387 
388 


389 
390 
391 


BIR | 


393 


394. 
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Sash window, 4-ft. 3-in. x 8-ft., with shaped bars and 
folding shutters 

A similar lot 

A similar lot 

Three pairs of old brass curtain holders 

Two old silk cord bell pulls 

Window lath, fitted with curtain rods and carved 
ornaments 

A similar lot 

A similar lot 

Three spring roller blinds 

The gilt moulding as fixed to the walls, about 230-ft. x 
4-in. wide 


FINE OLD MOULDED MARBLE MANTELPIECKE, 
5-ft. 10-in. x 4-ft. 5-in., with opening 4-ft. x 3-ft. 
83-in., and marble hearthstone 


Polished steel and brass dog grate, 3-ft. 3-in. wide, on 
shaped lion’s feet, also the polished steel linings with 
brass ornaments, 3-ft. 84-in. x 4-ft. 


PASSAGE OR LOBBY LEADING TO SITTING ROOM. 
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Sash window frame, 2-ft. 6-in. x 4-ft. 
Five-column radiator (to be disconnected at floor level) 


Green Venetian blind 


DRAWING ROOM CORRIDOR. 


Shaped sash window, 3-ft. 6-in. x 6-ft., with ventilating 
panel, folding shutters, framing and panelling below, 
including shaped cornice pole 


Length of fire hose with metal connections and copper 
nozzle 


Painted deal cupboard enclosing same 3-ft. x 5-ft. 4-in. 
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‘PINE PANELLED DOOR, 3-ft. 3-in. x 6-ft. 10-in., 


FITTED WITH OLD BRASS BOX LOCK, 
ENGRAVED WITH ROYAL ARMS AND 
CORNER PIECES, AND FRAMING TO SAME 


Three brass gas brackets and two painted wood cornice 
poles ; 


T'welve-column radiator (to be disconnected at first joint) 


Three-panelled leaded light window, with the old stone 
mullions with shaped tops, 7-ft. wide x 7-ft. 


T'wo-panelled ditto, with the old stone mullions, 


4-ft. 3-in. x 7-ft. 
Single panel ditto, 2-ft. x 5-ft. 


Baize covered door, 3-ft. 2-in. x 6-ft. 6-in., with 
ebonised mouldings and glass panel and frame 


Skirting as fixed to the corridor 


SITTING ROOM. 


Pine panel door, 3-ft. 3-in. x 6-ft. 9-in., with frame 
Ditto ditto ditto 


THE OAK FLOOR AS FITTED TO THIS ROOM, 
WITH WIDE BOARDS, 16-ft. x 22-ft. 


The skirting and chair rail as fitted round room, 69-ft. 


Sash window, 4-ft. 3-in. x 8-ft., with folding shutters 
and deep lining 

Ditto ditto ditto 

The moulded wood mantelpiece, 5-ft. 6-in. x 4-ft. 9-in., 


with dove coloured marble inset and tiled hob grate 
and hearthstone 


The mahogany two-door cupboard fitment, 4-ft. 9-in. 
wide, with cornice enclosing shelves 


Two brass cornice poles 


Two spring roller blinds and two silk cord bell pulls 
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THIRD FLOOR BY CLOCK TOWER. 


The old. mahogany handrail with cast iron and wood 
balustrades leading from ground floor to top floor, 


Open shelf fitment, 4-ft. 2-in. x 7-ft. 9-in. 


Two leaded windows with iron frame, 5-ft. 9-in. x 
1-ft. 6-in., with window box as fitted 


BEDROOM No. lI. 


Deal panel door, 3-ft. l-in. x 6-ft. T-in., and frame 
T'wo leaded windows, I-ft. 7-in. x 6-ft., with iron frames 


Stone mantelpiece, 4-ft. 3-in. x 3-ft. 9-in., with wood 
mantel shelf over and iron grate with hearthstone 


BEDROOM No. 2. 


Deal panel door, 3-ft. 2-in. x 7-ft. 8-in., and frame 
Leaded window with iron frame, 6-ft. x 1-ft. 8-in. 
Cupboard fitment and shelves, 3-ft. x 4-ft. 
Window, 1-ft. 8-in. x 2-ft. 9-in. 


Wood mantelpiece, 4-ft. x 4-ft. 6-in., with stone inset 
and iron grate 


FOURTH FLOOR. 
Two deal panel doors, 2-ft. 7-in. x 6-ft., with glass 
panels and frames 
Deal floor as laid, 24-ft. x 15-ft. 
Length of shelving, 15-ft. long 
Skylight, 4-ft. 3-in. x 2-ft. 3-in., and frame 


LARGE LEAD-LINED WATER TANK, 7-ft. 9-in. x 
11-ft. x 4-ft. 2-in. deep, and length of lead pipe 
18-ft. long (to be disconnected at wall level) 
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W.C. 
Pine panel door, 2-ft. ll-in. x 6-ft. 9-in., with frame, 


also the matchboard panelling as fitted to this room 


The ‘‘ Unitas ’’ W.C. fitment and flushing tank, with 
lead supply pipe (to be disconnected at floor level) 


Sash window, 3-ft. x 4-ft. 9-in. 
Gas bracket 


Two-tier slatted trunk rack on castors, 4-ft. 7-in. x 


d-ft. x 6-ft. 9-in. (at end of Corridor) 


EAST WING. FIRST FLOOR. 


ROOM (C). 


Pine panel door, 3-ft. 3-in. x 6-ft. 9-in., with frame 
and deep lining 


Ditto ditto ditto 
Ditto ditto ditto: 


The baize covered door, 3-ft. 2-in. x 6-ft. 3-in., with 
glass panel and spring hinge (no frame) 


THE OAK FLOOR AS FITTED TO THIS ROOM, 
WITH WIDE BOARDS, 20-ft. x 24-ft. 


Sash window, 7-ft. 6-in. x 4-ft., with folding shutters 
Ditto ditto ditto 
Skirting and chair rail as fitted round room, 78-ft. 


Two old carved wood curtain fitments with rods, each 
5-ft. 9-in., and three silk cord bell pulls 


The white marble mantelpiece as fitted, 5-ft. x 
4-ft. 2-in., with iron grate and marble hearthstone 


Baize covered door, 3-ft. 3-in. x 6-ft. 3-in., with glass 
panel and spring hinge and frame 


Sash window, 6-ft. 4-in. x 4-ft., with frame and shaped 
cornice pole at end of Corridor 


Two brass gas brackets 
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ROOM (B). 


Pine panel door, 3-ft. 3-in. x 6-ft. 9-in., with frame 
and deep lining 

Ditto ditto ditto 

Baize covered door, 3-ft. 3-in. x 6-ft. 7-in., with glass 
panel and spring hinge (no framing) 

THE OAK FLOOR AS LAID TO THIS ROOM, WITH 
WIDE BOARDS, 24-ft. x 20-ft. 

Chair rail and skirting as fixed round room, 75-ft. 

Sash window, 4-ft. x 7-ft. 6-in., with folding shutters 

Ditto ditto ditto 

Ditto ditto ditto 

Curtain holders as fitted to the windows 

The carved wood window fitment as fitted to the large 
bay 


THE ADAMS CARVED WOOD MANTELPIECE, 
WITH CENTRE PANEL OF QUIVER, ARROWS 
AND FLOWERS, frieze carved in roses with trellis, 
supported by carved trusses with sprays of fruit and 
flowers in high relief, 7-ft. 4-in. x 5-ft. 7-in.; also 
the marble linings and hearthstone (see illustration) 


THE OLD POLISHED STKEL ADAMS GRATE, with 
perforated front, 4-ft. x 3-ft. 7-in. 


Pine panel door, 3-ft. 3-in. x 6-ft. 9-in., and frame as 
marked 


Three roller blinds and two bell pulls 


ROOM (A) EAST CORRIDOR. 

Baize covered door, 3-ft. 3-in. x 6-ft. 6-in., and glass 
panel with spring hinge (no frame) ; 
Pine panelled door, 3-ft. 3-in. x 6-ft. 10-in., with frame 

and deep linings 


THE OAK FLOOR AS FITTED TO THIS ROOM, 
WITH WIDE BOARDS, 20-ft, x 22-ft, 
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Skirting and chair rail as fixed round room, 76-ft. 
Sash window, 4-ft. x T7-ft., with folding shutters 
Ditto ditto ditto 


White marble mantelpiece, 5-ft. 2-in. x 4-ft., with tiled 
inset and modern grate and tiled hearth 


Pine panel door, 2-ft. 5-in. x 6-ft. 9-in., and frame as 
marked 


T'wo old carved wood window cornices, 5-ft. 9-in. wide, 
fitted with rods 


Four silk cord bell pulls and two roller blinds 


EAST CORRIDOR. 
Length of Fire Hose on wood wheel, with brass nozzle 
and wall bracket 
Sash window, 4-ft. x 5-ft. 9-in. 
Ditto ditto 
Ditto ditto 
Three curtain poles and rings 
Three brass gas brackets 


Five-column radiator, 2-ft. x 2-ft. 3-in. (to be 
disconnected at first joint) 


Length of picture railing round walls 


MAID’S ROOM (6G). 


Pine panelled door, 2-ft. 10-in. x 7-ft., with frame 
and lining and fitted with old brass box lock 
Pine floor as laid, with skirting, 16-ft. x 26-ft. 


Double sash window, 3-ft. 9-in. x T7-ft., with pine and 
oak frame, folding shutters and window seat 


Single oak frame ditto ditto 
Ditto ditto ditto 
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The dove-coloured marble mantelpiece, 4-ft. 3-in. x 
4-ft. 3-in., with tiled inset and modern grate, tiled 
hearth and wood shelf over top 

Three curtain laths, holders and rods, also five old 
brass curtain brackets 

Pine panelled door, 3-ft. x T7-ft., with frame and old 
brass box lock 

The baize covered door, 3-ft. 6-in. x 7-ft. 10-in., with 
frame, old brass box lock and fanlight over 


MAID’S ROOM (P). 


Pine panelled door, 3-ft. 1l-in. x 7-ft. 6-in., with frame 
and old massive brass box lock 


The pine floor as laid, with skirting, 19-ft. x 16-ft. 
Oak-framed sash window, 3-ft. 6-in. x 7-ft., with 


folding shutters and window seat 


The old grey marble mantelpiece, 5-ft. 6-in. x 4-ft. 6-in., 
with iron grate and marble hearthstone 


Pair of brass curtain holders, curtain lath and pulleys 


Pine panelled door, 2-ft. 10-in. x 7-ft., with brass box 
lock and framing as marked 


MAID’S ROOM (E). 
Deal floor as fitted to this room, 18-ft. x 13-ft. 6-in. 


Pair of old brass curtain holders, blinds, bell pull and 
curtain rod | 


Oak frame sash window, 3-ft. 10-in. x 6-ft. 8-in., with 
folding shutters and hinged window seat 


Old moulded stone mantelpiece, 4-ft. 8-in. x 4-ft. 3-in., 
with iron grate and hearthstone 


THE OLD JACOBEAN OAK PANELLING, WITH 
DEAT DADO AND MOULDED. CORNICE AS 
FIXED TO THE ROOM, 18- ft: 6-in. x 13-ft.. 6-in. 
Mie ees MA a Baw i INCLUDING TWO PINE 
PANELLED DOORS FITTED WITH OLD 
BRASS BOX LOCKS; WALL SPACE 51-ft. 6-in, 
x 11-ft. (see illustration) 
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MAID’S ROOM (D). 


The pine floor as laid, 18-ft. x 12-ft. 


Oak sash window, 3-ft. 6-in. x T-ft., with folding 
shutters and window seat with rising lid 


Old moulded stone mantelpiece, 5-ft. x 4-ft. 3-in., with 
iron grate and hearth stone 


Pair of curtain holders, curtain lath, rod and bell pull 


,OLD JACOBEAN OAK PANELLING WITH DEAL 


DADO, AS FIXED TO THE ROOM, INCLUDING 
TWO PINE PANELLED DOORS FITTED WITH 
OLD BRASS BOX LOCKS, 47-ft. x 11-ft.; also as 


fitted over mantelpiece, 6-ft. x 6-ft. (see illustration) 


BEDROOM (C). 


Pine panelled door, 3-ft. l-in. x 7-ft., and frame, fitted 
with massive old brass box lock with engraved corners 
attached 


Old moulded marble mantelpiece, with wood shelf, 
4-ft. T-in. x 4-ft., and iron grate interior, stone 


hearth 


Oak frame sash window, 4-ft. l-in. x 7-ft. 8-in., with 
folding shutters 


Pine skirting as fixed to the room 


Carved and painted window pediment, 7-ft. 6-in. wide 


“LETTERED ”’ WING. W.C. AND LOBBY. 
(Between B and C). 
Red baize door, 3-f{t. 6-in. x T7-ft., and frame 


Red baize door to W.C., 3-ft. 8-in. x 7-ft., with frame 
and 3-light fanlight over 


Pedestal W.C. fitment, together with lead-lined flushing 
tank and lead pipe leading to pedestal (to be 
disconnected at floor level, no other pipes); also door 
and framing enclosing the tank 

Brass gas bracket 


Casement window, 2-ft, x 2-ft. 6-in., with opening arm 
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CORRIDOR. 
Four brass gas brackets 
Glazed earthenware sink, 1-ft. T-in. x 2-ft. 6-in., with 
glazed bricks, also two brass supply pipes and length 
of lead water piping (to be disconnected at floor 
level); also deal cupboard fitment, 2-ft. Q-in. x 
4-ft., with panel doors and panelling on wall 


Seven-column radiator, 2-ft. 8-in. x 2-ft. 4-in. (to be 
disconnected at first joint) 


Oak frame sash window, 3-{t. 6-in. x 6-ft. 3-in. 
Ditto ditto ditto 

Ditto ditto ditto 

‘“ Minimax ’’ fire extinguisher and bracket 


Length of skirting board as fitted round Corridor, 140-ft., 
also the moulded picture rail as fixed 


Four curtain poles and brackets 


BEDROOM (B). 


Pine panelled door, 3-ft. 3-in. x T-ft. 5-in., and frame, 
and old brass box lock and_ bolt 


Oak frame sash window, 4-ft. 3-in. x 8-ft. 8-in., with 
folding shutters, window seat and deep linings 
Pine panelled door, 3-ft. 2-in. x 6-ft. 10-in., and frame, 
and old brass box lock 

White painted stone mantelpiece, 3-ft. ll-in. x 
4-ft. 3-in., with wooden mantel shelf and moulding 
and stone hearth; also the iron grate interior 


Pine floor, 19-ft. 6-in. x 18-ft. 4-1n., and skirting 


The very handsome oak window cornice, 8-ft. wide, with 
painted lath and curtain rod 

Two brass and wood curtainholders, electric bell and 
battery, with gong on bracket (to be disconnected at 
lead-in) 

The old plaster ceiling as fitted to rooms A and B and 
Corridor 
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‘“LETTERED’’ WING. BEDROOM (A). 

The oak frame sash window, 4-ft. 3-in. x 8-ft. 6-in., 
with white painted folding shutters (one side 
enclosing cupboard), and deep linings and window 
seat 

Pine panelled door, 3-ft. 5-in. x 7-ft. 5-in., and frame, 
fitted with old brass box lock 


Pine flooring and skirting, 18-ft. x 9-ft. 10-in. 


Dove grey marble mantelpiece, 3-ft. 8-in. x 4-ft. 3-in., 
with iron frieze and grate and York stone hearth 


The very handsome carved oak window cornice, 8-ft. 
wide, with painted lath and curtain rod 


Electric bell appliance, including batteries and gong 
(to be disconnected at lead-in); also two brass and 
bronze holders 


DUCHESS’ SITTING ROOM. 
Pine floor as laid, 27-ft. x 21-ft. 


Two sash windows, 4-ft. x 8 ft., each with folding 
shutters, hit and miss ventilators and window seats 


17-column radiator, 3-f{t. 6-in. x 3-ft. (to be disconnected 
at floor level) 

Cupboard fitment of shelves, as fitted only, 4-ft. 6-in. x 
T-ft. 9-in. x 2-ft. 3-in. deep 


The old carved wood mantelpiece with floral panels, 
white marble lining and hearthstone, 6-ft. 10-in. x 


5-ft. 


The polished steel and ormolu grate interior with return 
ends 


Two brass curtain rods, rings and brackets 


The pine panelling fitted to the room with raised 
moulding forming panels, dentil and moulded cornice, 
including the two panelled doors with old brass box 
locks and brass ‘‘ H ’’ hinges. Size of room, 26-ft. x 
19-ft. x ll-ft. 4-in. high; wall space, 67-ft. x 11-ft. 
4-in.; about 760 square feet. 


The moulded wood and plaster ceiling as fitted, 28-ft. x 
19-ft. 
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DUKE AND DUCHESS WING. 
LORD CARMARTHEN’S ROOM. 
Pine panelled door, 3-ft. 6-in. x 7-ft. 4-1n., and frame 
fitted old brass box lock and brass ‘‘H’’ hinges 


Ditto, 3-ft. 3-im. x 7-ft. 3-in. and frame and old brass 
box lock and old brass ‘‘ H ’’ hinges; together with 
the door hning, 3-ft. 7-in. x 7-ft. 2-in. 

Pine panelled door, 3-ft. T-in. x 7-ft. l-in. and frame 
fitted old brass box lock and old brass ‘‘H’’ hinges 


Pine floor as laid, 21-ft. x 18-ft. 


‘Two sash windows, 4-ft. x 8-ft., each with hit and miss 


ventilators, folding shutter and window seat 


Sixteen-column radiator, 3-ft. 3-in. x 2-ft. 9-in. (to be 
disconnected at floor level) 


Painted white dado round room, 42-ft. 10-in. x 2-ft. 
10-in. 


THE OLD CARVED WOOD MANTELPIECE WITH 
CARVED FLORAL FRIEZE, WHITE MARBLE 
LININGS, 5-ft. 3-in. x 4-ft. 10-in., AND [TRON 
GRATE INTERIOR WITH WHITE MARBLE 
HEARTHSTONE 


Pair brass curtain poles, rings and brackets 


DUCHESS’ BEDROOM. 


Pine panelled door, 3-ft. 8-in. x 7-ft. 5-in., with frame 
and old massive brass box lock and engraved corners 
attached 


Pine panelled door, 3-ft. 8-in. x 7-ft. 6-in., with frame 
and old massive brass box lock, together with the 
panelled lining, 4-ft. 6-in. x T-{t. 5-in. 


Pine panelling and dado as fitted to the room with raised 
moulding forming panels. Size of room, 22-ft. 9-in. 
x 22-ft. 3-in.; wall space, 11-ft. 3-in. high, 67-ft. 
9-in. length, about 750 square feet 
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~The old carved wood mantelpiece, 4-ft. 10-in. x 4-ft. 


10-in., with carved floral frieze, white marble linings 
and hearthstone 


The polished steel and ormolu grate interior 


Sash window, 4-ft. x 8-ft., with hit and miss venti- 
lators, folding shutters, deep linings and window seat 


Ditto ditto ditto 


The 4-ft. 2-in. white painted wood radiator cover with 
gilt scroll and cupid mask 


Pine floor, as laid, 22-ft. 9-1n; x 22-ft. 3-in. 


Seventeen-column radiator, 3-f{t. 6-in. x 2-ft. T-in. (to be 
disconnected at floor level) 


Two brass curtain poles, rings and brackets and two bell 
pulls 


WARDROBE ROOM. 
(Adjoining Duke and Duchess Bedrooms). 


Pine panelled door, 3-ft. 3-in. x 7-ft. 2-in., with frame 
and glass panels 


Glazed window and frame over ditto 
Pine floor, 6-ft. x 17-ft. 9-in., with skirting 


Painted and grained dress wardrobe with panelled 
sliding doors, 19-ft. x 7-ft. 


Twelve-division radiator, 3-ft. x 2-ft. 6-in (to be discon- 
nected at floor level) 


Twelve mahogany dress holders 
Fourteen ditto ditto 
Three Small Cupboard fitments, two rails and pegs 


DUKE’S BEDROOM. 


Pine panelled door, 3-ft. T-in. x 7-ft. 2-in., with frame 
and old brass box lock 


Pine floor and skirting, as laid, 22-ft. 6-in. x 16-ft. 6-in. 
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Sash window, 3-ft. 2-in. x 7-ft., with folding shutters 
Grey marble mantelpiece, 6-ft. x 4-ft. 6-in., with iron 
grate interior and grey marble hearthstone 


Pine panelled door, 3-ft. T-in. x T-ft. 5-in., with frame 
and old brass box lock 


Deal cornice lath and brass curtain rod and bell pull 


BATHROOM 
(leading direct from above). 


Pine panelled door, 3-ft. x 7-ft., with frame and old 
brass box lock 


White enamel iron bath, 5-ft. 6-in., in mahogany casing, 
with plated supply taps (to be disconnected at floor 
level); also the white glazed tiles and mahogany 
mouldings as fixed 


Glazed window and frame 


DUKE AND DUCHESS WING. CORRIDOR. 
(Being a continuation of Corridor in Y.L. Wing). 


Sash window and frame, 4-ft. x 8-ft., with folding 
shutters 


Painted white pine fitment with panelled doors forming 
housemaid’s sink, together with brass tap and 2 stop 
taps and porcelain sink, 2-ft. 2-in. x 1-ft. 6-in. 
(supply pipes and waste pipes to be disconnected at 
floor level) 


Five-column radiator, 1-ft. ll-in. x 2-ft. 4-in. (to be 
disconnected at valve level) 


Red baize door, 3-ft. x 7-ft. 


Pine panelled door, 3-ft. 3-in. x 7-ft. 2-in., and frame 
with old brass box lock; no lining 


Ditto, 3-ft. 2-1n. x 7-ft. ditto LG 
Pine panelled door, 2-ft. 9-in. x 6-ft. 10-in., and frame 
Ditto ditto 3-ft. l-in. x T-ft. 6-in. and frame 


with old brass box lock 
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T'wo brass gas brackets 
Glazed window and frame, 5-ft. x 4-ft. 


Pitch pine wardrobe cupboard with panelled sliding 
doors and brass rod, 12ft. x 8ft. 6in. 


Ten dress yokes 
Ten ditto 
Small window 


Pine floor as laid, 7-ft. 6-in. x 5-ft. 3-in. and skirting 


W.C. 


The Unitas w.c. fitting with mahogany seat and top 
together with cistern and flushing pipe to first joint. 
No other pipes included. 


Brass gas bracket and fire extinguisher 


DUCHESS’ MAID’S BEDROOM 
(leading from Corridor). 


Pine panelled door, 3-ft. l-in. x 7-ft. 6-in., with frame, 
and old brass box lock, together with deep lining, 
Q-ft. T-in. x T-ft. 6-in. 


Pine floo1' as laid, 19-ft. x 20-ft. 


Sash window, 4-ft. x 9-ft. 6-in., with folding shutters 
and side cupboards to one window, and hinged seat 


Ditto ditto ditto 


White painted panelled dado surrounding room, 66-ft. 
x 2-ft. 10-in. (including skirting’) 


Two Biass curtain rods, with rings and brass brackets 


j The old carved wood and dove grey marble-lined fire- 


place, 6-ft. 9-in. x 5-ft. 4-1n., with iron interior 
grate, also grey marble hearthstone 


Electric bell and batteries enclosed in box and two bell 
pulls | 
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DUKE’S VALET’S ROOM. 
(Adjoining Y.L. Bedroom No. 3). 


Pine panelled door, 3-ft. x 6-ft. ll-in., and framing, 
with old brass box lock 

Pid panelled door, 3-ft. x 6-ft. 10-in., and framing 

Length of rail, with 18 brass coat hooks 

10 dress yokes 

Pine floor and skirting as laid, 17-ft. x 13-ft. 

Sash frame window, 4-ft. x 8-ft., with folding shutters 


Cupboard fitment, panelled doors and 5 drawers, 
4-ft. T-in. x 1-ft. 10-in. 


Grey marble mantelpiece, 5-ft. 4-in. x 3-ft. 10-in., with 
iron grate and marble hearthstone 


Curtain pole, rings and brass brackets, and three bell 
pulls and blind 


YOUNG LADIES’ WING. CORRIDOR. 


Sash window, 4-ft. x 8-ft., with shutters and panelling 
under 


Ditto ditto ditto 


Seven-column radiator, 2-ft. 3-in. x 2-ft. 7-in. (to be 
disconnected at floor level) 


Baize door and frame, 3-ft. 2-in. x 7-ft., and fanlight 
over 


Brass gas bracket, two curtain rods and rings 


Glazed door and frame, 10-ft. x 3-ft. 6-in. 


BEDROOM No. 3. 


Pine panelled door, 3-ft. x 6-ft. 10-in., and framing, 
fitted with old brass box lock 


Pine floor and skirting as laid, 17-ft. 9-in. x 13-ft. 6-in. 
Sash window, 4-ft. x 8-ft., with folding shutters 
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Painted white cupboard, with panelled doors and 3 
drawers over, 4-ft. 7-in. x 2-ft. 5-in. 


Grey marble mantelpiece, 4-ft. 6-in. x 8-ft. 8-in., with 
iron firegrate and marble hearthstone 


Cupboard fitment with pine panelled door, 3-ft. 6-in. x 
6-ft. 4-in., with rail and 8 coat hooks 


Curtain rod and rings, with brass brackets and two bell 
pulls 


BEDROOM No. 2. 
Pine panelled door, 3-ft. x 6-ft. 10-in., and framing 
Pine floor and skirting as laid, 18-ft. x 12-ft. 6-in. 


Sash window, with folding shutters, 4-ft. x 8-ft., and 
cupboard below 


Grey marble mantelpiece, 4-ft. x 3-ft. 8-in., with iron 
erate and grey marble hearthstone 


Pine panelled door, 3-ft. 2-in. x 6-ft. 10-in., forming 
cupboard fitment, with length of rail and 11 coat 
hooks 


Curtain rod and rings, with brass brackets, length of 
picture rail as fixed and five window blinds 


BEDROOM No. 1. 
Pine panelled door, 3-ft. x 7-ft. 2-in., and framing 
Pine floor and skirting as laid, 16-ft. x 14-ft. 


Grey marble mantelpiece, 4-ft. 6-in. x 3-ft. 8-1n., with 
iron grate and hearthstone 


Painted white angle cupboard, fitted with two doors, 
extreme height 9-ft. 


Sash window, 8-ft. x 4-ft., with folding shutters and 
cupboard below 


Curtain pole and rings with brass brackets and blind 
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BATHROOM. 
LOT 
648 Pine panelled door, 3-ft. x 7-ft., and frame, with old 
brass box lock 


649 Sash window, 4-ft. x 8-ft., with folding shutters and 
panelling below 


650 The old moulded grey marble mantelpiece, 4-ft. x 
3-ft. 9-in., with iron grate interior 


651 Rufford porcelain bath, 5-ft. 6-in., in mahogany casing, 
with plated supply taps (pipes to be disconnected at 
floor level) 


652 Length of fire hose on wood wheel and copper nozzle 


653 Copper hot water cylinder and pipes (to be disconnected 
at ceiling and floor level only); also cupboard fitment 
enclosing’ same 


654 Five-rail copper hot water towel airer and _ valve, 
3-ft. 6-1in. wide (to be disconnected at floor level and 
valve level) 


655 Cast iron water tank on bracket, and length of lead pipe 
(to be disconnected at screw joint) 


656 Brass gas bracket and various bathroom fittings 


657 Glazed tiles and mahogany mouldings as fixed 


STAIRCASE LEADING TO ST. QUINTIN’S TOWER. 
658 Half-glazed pine panelled door, 2-ft. 9-in. x 7-ft. 5-in., 


and frame 
659 Sash frame window, 3-ft. 10-in. x 7-ft. 
660 Angle cupboard fitment, 1-ft. 10-in. x 6-ft. 3-in. 


LANDING. 


661 Braced pine door, 2-ft. 8-in. x 7-ft., and frame 


662 Large lead lined water tank in wood frame; extreme 
measurement 4-ft. x 9-ft. x 8-ft. 9-in. (to be 
disconnected at first joint and wall level as marked; 
no other piping’) 


669 
670 


671 
672 
673 
674. 


675 


676 
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Braced pine door, 2-ft. 7-in. x 6-ft. 6-in., and frame 


Pine door, with massive strap hinges, 3-ft. 9-in. x 


T-ft. 4-in. 
‘* Minimax ”’ fire extinguisher 
Two casement windows, each 1-ft. x 3-ft. 6-in. 
Wall bracket and six bells 


Tap and angular slop sink (to be disconnected at first 
joint) 


BEDROOM No. 1. 
Pine panelled door, 3-ft. l-in. x 6-ft. 10-in., and frame 


Skirting as fixed, about 44-ft., also painted stone mantel- 
piece and iron grate, 5-ft. 5-in. x 3-ft. 6-in., two 
casement windows, 1-ft. 9-in. x 3-ft. 9-in. and 
1-ft. 9-in. x 2-ft. 9-in., and iron curtain rod 


BEDROOM No. 2 (St. Quinten’s Tower). 
Pine panelled door, 3-ft. 3-in. x 6-ft. 9-in., and frame 
Deal floor and skirting as laid, 19-ft. 6-in. x 23-ft. 3-in. 
Pair of brass curtain holders, 4-in. 


Casement window, 4-ft. x 8-ft., with window seat and 
pelmet board 


Stone and wood mantelpiece, with iron grate and draw 


plate 


ANTI ROOM. 
Pine door, 2-ft. 2-in. x 5-ft. 9-in. 


END OF SECOND DAY’S SALE. 


LOT 
677 


678 


679 


680 


681 


682 
683 
684. 
685 
686 
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HORNBY CASTLE. 
THIRD DAY’S SALE. 


Friday, 5th September, 1930. 
COMMENCING AT 11-0 O’CLOCK. 
LOTS 677 TO 962. 


CORRIDOR ADJOINING STEWARD’S ROOM. 


Half-glazed pine panelled door, 3-ft. 9-in. x T-ft. 6-in., 
with old brass box lock, folding shutters and deep 
linings with fanlight over 


The pine staircase in three flights, 3-ft. 9-in. wide, with 
one half landing and 42 treads and risers, fitted with 
pine handrail 39-ft. 6-in. long, supported by turned 
pine balusters and square newels, together with 
panelled casing ! 

This staircase must not be removed until after 
three weeks from date of sale. 


The pine panelled lining to Steward’s Room, 8-ft. 2-in. 
long x T-ft. T-in. high x 3-ft. 4-in. wide, as fixed 
and marked 


The deal three-shelf cupboard fitment enclosed by pair of 
doors, 4-ft. T-in. high x 2-ft. 6-in. x 1-ft. 1-in. 


The deal cupboard fitment, 3-ft. 8-in. x 3-ft. x 
1-ft. 7-in. 


Pine door and frame, 2-ft. 6-in. x 6-ft. 5-in. 
Deal door and frame, 2-ft. ll-in. x 6-ft. 6-in. 


‘Deal slope to step 


‘* Minimax ’’ fire extinguisher and four bells 


Iron six-column wall radiator (to be disconnected as 


marked) 


LOT 


687 


688 


689 
690 


691 
692 


693 


696 


695 
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PARLOURMAID’S SLOP ROOM. 
(Housekeeper’s Corridor). 


Deal dresser, 6-ft. 8-in. x 1-ft. 4-in., with two shelves 
above 


Double section lead-lined sink and lid over part, 
4-ft, 4-in. x 1-ft. 6-in. x 1-ft., with three supply 
taps and lead discharge (to be disconnected at floor 
level and first joints) 


Shaped window and frame, 4-ft. 3-in. wide 


Deal table, 5-ft. 3-in. x 2-ft. 3-in., with shelving 
enclosed by sliding panels above 


Pine panelled door, 2-ft. 8-in. x 6-ft. 2-in., and frame 
Stone flagging as laid, approximately 6-ft. x 8-ft. 


ON EAST WALL. 
Wood lean-to shed, with corrugated iron roof, 22-ft. 8-in. 
x 8-ft. 3-in. high 


Range of lath shelving on skeleton frame, 17-ft. x 
6-ft. 9-in. 


Pine panelled door and frame 2-ft. 8-in. x 7-ft., with 
two glazed panels 


: oN, oS, Old lead pump (to floor level only) 


697 


698 
699 
700 


TOL 


MEAT AND GAME LARDER. © 
Pine panelled door, 2-ft. 1l-in. x 6-ft. 8-in., fitted with 
ventilating panels and frame and lining 
Shelving as fixed 
Sash window, 4-ft. 3-in. x 4-ft. 8-in., and frame 


Stone meat slabs and supports as fitted, 23-ft. 7-in. x 
2-ft. 1-in. 


Stone flagging as laid, 12-ft. x 8-ft. 


LOT 
T02 
T05 


T04- 


705 


T06 


TOT 


T08 


TO9 


T1L0 


T11 


T12 


715 
T14 


T15 
T16 
TLE 


718 
T19 
T20 


Wek 


TRR 
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STORE ROOM. 
Pine panelled door, 2-ft. 9-in. x 6-ft., and frame 
Range of lath shelving on skeleton frame, 14-ft. 6-in. x 
5-ft. 9-in. 
Set of 4 shelves, 3-ft. 3-in. x T-ft. 3-in. 


Cupboard fitment enclosed by pair of doors, 4-ft. 4-in. 
x 3-ft. 7-in., also table with under shelf, 5-ft. 6-in. 
x 1-ft. 10-in. x 3-ft. 


Glazed sink with two supply taps and discharge and 
white tiled supports (no other piping) 


Set of three shelves on wall bracket 
Flagging as laid and skirting 
Shaped window and frame, 4-ft. x 3-ft. 9-in., and long 
armed gas bracket 
Pine panelled door, 2-ft. 9-in. x 6-ft. 3-in., with frame 
and lining 
CORRIDOR. 


Pine panelled entrance door, 3-ft. 8-in. x 6-ft. 1-in., 
with frame and fanlight over 


Shaped window, 3-ft. 10-in. x 3-ft. 9-in., two gas 
brackets and globe, and crank bell 


Sash window, 4-ft. x 5-ft. 5-in., with frame 


Stone flagging, with slate diamonds as laid, in two 
lengths, approximately 31-ft. x 6-ft. and 32-ft. x 
5-ft. 4-in. 


BRUSHING ROOM. 
Pine panelled door, 3-ft. x 7-ft., and frame 
Grey marble mantelpiece, with hob grate 


Lead-lined sink, with two supply taps and discharge 
(to be disconnected at floor level and drainer) 


Oak sash window, 4-ft. x 7-ft. 6-in., and frame 

Deal floor as laid, 11-ft. x 19-ft., and skirting 
T'wo-door painted cupboard, deal shelf and flap table 
Towel roller, whip rack and gas bracket 


Large deal trestle table 
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SCHOOL ROOM CORRIDOR. 


Pair of small gates, each 2-ft. 6-in. wide 


The old mahogany handrail, 41-ft. 9-in. long, with 


square iron balustrades as fitted to stone staircase 


Stone flagging to floor as laid to baize door, 38-ft. x 
T-ft. 6-in. 


Nineteen-column radiator (to be disconnected at floor 
level) 


Oak frame sash window, 3-ft. 6-in. x 7-ft., with folding 
shutters and hinged window seat 


Baize covered door, 3-ft. 4-in. x 6-ft. 10-in. 


Oak frame sash window, 3-ft. 6-in. x 7-ft., with folding 
shutters 


Fifteen-column radiator (to be disconnected at floor 


level) 


Cast iron radiator guard with marble top, 3-ft. 10-in. x 


3-ft. 2-in. high 
Pair of small folding gates, 3-ft. 3-in. 
Sliding door and frame, 2-ft. 6-in. x 6-ft. 


Pine panelled door, 3-ft. x 6-ft. 3-in., with glazed 
panels and frame 


Pine panelled door, 6-ft. 6-in. x 3-ft., and frame 
Glazed door, 4-ft. x 6-ft. 9-in., with fanlight over 


STRONG ROOM. 


Strong room door, 2-ft. 9-in. x 6-ft. T-in., and frame 


Pair of folding deal doors, each 16-in. x 6-ft. 8-in. 


Oak frame sash window, 4-ft. x T-ft., with folding 
shutters, iron bars and cupboard below 


Deal floor as laid 


A range of pitch pine cupboards with return end, 
fitted folding bedstead, baize-lined and fitted shelves 
enclosed by five glazed sliding doors and 12 drawers; 
extreme length 26-ft. x 10-ft. 6-in. high 


LOT 
T42 


143 
144 
745 


T46 


T47 
T48 
T49 
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BUTLER’S PANTRY ADJOINING. 
Painted three-door cupboard, 5-ft. 3-in. x 8-ft. 
Painted eight-door cupboard, 8-ft. x 8-ft. 
Chest of drawers, 6-ft. 6-in. x 2-ft. 6-in. 


9-ft. range of oak cupboards in two heights, fitted with 
shelves enclosed by two pairs of panelled doors 


Lead washing-up sink, with drainer and cupboard below, 
also zinc-lined draining board, 5-ft. 9-in., with 
cupboard below and bottle racks above (to be 
disconnected as marked) 


An old iron hob grate 
Glazed serving hatch and framing 


Pine panelled door, 3-ft. x 7-ft. 


CORRIDOR LEADING TO DOMESTIC WING. 


750 | Large range of cupboards, with sliding and folding 


T55 


756 
757 
758 


panel doors and splayed end and intersected by door 
opening, 19-ft. x 11-ft. 


Pine panelled door, with glazed panel, 3-ft. 10-in. x 
6-ft. 8-in., and frame 


Pair of folding doors enclosing shelving, 4-ft. l-in. x 
6-ft. 


42 crank bells and gas bracket 


Flagging as laid from Schoolroom Corridor to Servants’ 
Hall, about 30 yards x 3-ft. 


LAMP ROOM. 


Small painted wood cupboard containing copper pipe 
and connections, length of fire hose, also two short 
lengths of fire hose and connections and a copper 
nozzle 


Range of shelves as fixed 
Sash frame window, 4-ft. 6-in. x 4-ft. 
Pine panelled door, 2-ft. 9-in, x 6-ft, 6-in, 


Is 


T18 
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LAVATORY. 
Pine panelled door, 3-ft. x 6-ft. 6-in., and framing 
Baize covered door, 3-ft. x 6-ft. 3-in., no frame 
Flagged floor, 8-ft. x 11-ft. 


Half-glazed door, 2-ft. 9-in. x 6-ft. 3-in., with fanlight 
over 


A similar lot 


Pedestal W.C., with flushing tank and pipes (to be 
disconnected at first joint and wall level) 


A similar ‘Jot 
Sash window, 2-ft. x 5-ft., and guard bars 
A similar lot 


Corner lavatory basin with slate top and discharge (to 
be disconnected at floor level) 


A similar lot 


WASH-HOUSE. 


Pine panelled door, 2-ft. 9-in. x 6-ft. 6-in., and frame 
Flag floor, 9-ft. x 12-ft. 
Deal cupboard, 6-ft. 6-in. x 2-ft. 6-in. 


Galvanized tank, with water filter and ball tap, supply 
and discharge pipes and four taps, and all other 
piping in this room (to be disconnected as marked) 


Deal draining board and stone sink 
Sash window, 5-ft. x 5-ft. 


Tron furnace and grate as fixed 


CORRIDOR. 


A strong room door, 6-ft. x 2-ft. 6$-in., by Whitfield, 
Birmingham, also an iron grill door fitted with same 


Pine panelled door, 2-ft. 9-in, x 6-ft. 6-in., and frame 


LOT 
io 


780 
781 


791 | 


793 
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Deal slatted shelves as fixed, 16-ft. x 7-ft. 3-in. 
Four-column radiator (to be disconnected at ground floor) 


Nine-column iron radiator as fixed, 17-ft. 9-in. x 
2-ft. 6-in. (to be disconnected as marked) 


COAL HOUSE AND PASSAGE. 


Sash window, 4-ft. 6-in. x 4-ft. 6-in., with framing and 
iron bar's 


Ditto ditto ditto 


Pine panelled door and framing, 6-ft. 6-1in. x 3-in. 


Shelving as fixed, 13-ft. 9-in. x 14-in., ditto, 11-ft. x 
14-ft., and loose planks 


Painted two-door cupboard fitment, 8-ft. x 4-ft. 3-in. 


‘* Minimax ”’ fire extinguisher and_ bracket 


HOUSEKEEPER’S ROOM. 


Three pairs of old brass curtain holders 


The old Brussels carpet, matting and linoleum as laid 


THE RANGE OF OLD OAK CUPBOARDS, as fitted, 


with six pairs of doors, 12-ft. 8-1in. x 8-ft. 


The range of shelves, with cupboards, 5-ft. 6-in. x 


4-ft. 9-in. 


An old carved wood Adams mantelpiece, with festoon 
decoration, 5-ft. 10-in. x 4-ft. 8-in. 


SERVANTS’ HALL. 


The large deal table, 18-ft. 9-in. x 3-ft. 8-in., on oak legs 


KITCHEN. 


794 Deal side table, with drawers, 5-ft. 6-in. x 7-ft. 9-in. 


802 


803 


804 


805 
806 


807 


808 


809 
810 
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DOMESTIC WING. SCULLERY. 


The large heating boiler, as fixed, with iron flue, 
including the flue as fixed on the outside (pipes to be 
disconnected as marked, no other piping’) 

The 3-ft. 6-in. porcelain sink, with discharge pipe (to 
be disconnected at wall level) 


Draining board and stand 


Three lead-lined sinks, with the lead and iron discharge 


pipe (to be disconnected at floor level), also the five 
brass supply taps with lead and iron piping as marked 


Return-end fitment and dresser as fixed, 16-ft. 6-in. x 
3-ft. 6-in., and four deal shelves as fixed 


Double plate rack as fixed, about 12-ft. 
Deal table on square legs, 5-ft. 9-in. x 2-ft. 2-in. 


PASTRY ROOM. 


Dresser fitment as fixed, with marble pastry slab, 10-ft. 
x 2-ft. 3-in. 


The ‘‘ L”’ shaped range of cupboards enclosing shelves, 
13-ft. 6-in. x 7-ft. 3-in. 


The deal table as fixed, together with the wire panel 
meat safe at end, about 18-ft. 


A similar lot 


Range of 10 shelves as fixed 


GAME LARDER. 
Lead-lined salting vat on stone pillars, and cover, | 
4-ft. x 2-ft. 6-in. : 


Two lead-lined salting vats, on stone pillars, and covers, 


Git. G-in. \*2-Tt. ‘B-1n, 
Deal table as fixed, 12-ft. x 2-ft. 9-in. 
A similar lot, 7-ft. 6-in. x 2-ft. 6-in. 


ah) 
LOT 


811 Lead-lined stone sink on pillar, 4-ft. x 2-ft. 4-in. 


812 3-ft. porcelain sink on wood stand (no discharge pipe or 


lead flashing's) 


813 Marble fish slab, 5-ft. 9-in. x 2-ft. 9-in., together with 
lead draining trough, discharge pipe and length of 
supply lead pipe 


814 > Large iron circular game rack with rope and iron 
windlass 


815 } Two triangular game racks with ropes and_ iron 
Bae windlass 


815a Set of iron blocks and pulleys with chains and check 
action 


8158 Cask skid 


816 THE IDEAL HEATING BOILER, No. 3 B 6, having a 
heating power of 2,465 square feet and piping in 
connection with same as marked 


817 A SIMILAR BOILER WITH PIPING AND 
CONNECTIONS WITH SAME, AS MARKED 


N.B.—No other piping is included in either lot. 


EXTERIOR OF THE CASTLE. 
WEST FRONT. VESTIBULE. 


818 The massive stone built vestibule with carved trefoil 
battlements and shields supported by moulded and 
panelled pillars, fitted with two glazed windows in 
stone moulded casings and glazed door with fanlight 
over. Flag floor and step leading to same, also the 
lead flat to same. Ground size, 14-ft. 6-in. x 18-ft. 6-in. 
x 18-ft. 6-in. high 


This structure could easily be removed and re-erected. 


No part of the main fabric is included in this lot. 


va 
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ON THE CASTLE. WEST FRONT. 
LOT 


819° The old double fluted lead rain water head and pipe, 
Sr iencenen vec about Lbft. Pipe runninginto head not included. 


820 | “The two at double fluted lead rain water heads and 


"pipes, discharging on vestibule roof 


821 ey square rain water head and lead pipe, about 25-ft; 
we pipe running in not included 


822 Old half circular and fluted rain water head and down- 
pipe, about 25-ft: Pipe running into head not included 


f 
$ 
‘ 


823 Old fluted lead rain water head and down pipe, about 
_ 25-ft; piping running into head not included 


824 <A similar lot 
aah Wh laren 


Sos Sha SS ont 
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826 <A similar lot 


SOUTH FRONT. 


827 \The old fluted lead rain water head and 6in. down pipe 
pom about 2itt. 


4 828 } A similar lot 


Slated 
oe 


829 The old stone sun-dial as fixed over window 


“830” The old carved stone Triptych shrine, mounted with 
carved stone ‘coronet and coat-of-arms at side 


831 The carved stone eahite rose of York with plain shields at 
a each side, surrounded with moulded coping and carved 


birds 


832 ‘Two cast iron gas lanterns 


*eiiciemgucon creme” 


~--r"""833 Pair of massive studded and strapped outer doors to 


Entrance Arch, each 5-ft. l-in. x 11-ft. 6-in. 


834 Four carved stone gargoyles 


Lor 835 


oT 


COURT YARD. 

LOT 

835 THE ORIGINAL l6re CENTURY CARVED STONE 
DOORWAY WITH CARVED STONE TRACERY 
FRAME HAVING ABOVE A LARGE COAT-OF- 
ARMS WITH SUPPORTERS, A LION AND A 
BULL. THE SHIELD SHOWS THE ARMS OF 
CONYERS QUARTERING ST. QUINTIN: RYLE- 
STON: DARCY: NEYNELL: NEWILL OF 
RABY: FAUCONBERG AND BRAOSE. 


{INCLUDED (IN THIS LOY is THE OLD 
STUDDED DOOR WITH CENTRE PANEL 
CARVED WITH BADGES OF ANIMALS AND 
MONOGRAM W..A. THE TOPS OF THE PANELS 
ARE DECORATED WITH CARVED TRACERY ; 
ALSO THE STONE STEPS LEADING TO SAME. 
THIS REMARKABLY RARE DOOR IS 
PROBABLY OF A MUCH EARLIER DATE 
THAN THE STONE WORK 


THE WHOLE OF THE DOORWAY AND CRESTS 
ARE BORDERED BY MOULDED AND FLUTED 
COLUMNS WITH CARVED EAGLE MOUNTS AT 
TOP. SHE ILLUSTRATION AND HISTORICAL 
NOTE. 


N.B.—THE BRICK AND STONEWORK SUR- 
ROUNDING THE FRAME TO ENABLE THIS 
DOORWAY TO BE REMOVED COMPLETE 
MAY BE INCLUDED IN THE PURCHASE IF 
REQUIRED 


836 THE OLD CARVED STONE ORIEL WINDOW, 
PROBABLY 15TH CENTURY (ENTRANCE TO 
THE SUBTERRANEAN PASSAGE) WITH 
KIGHT LEADED LIGHT GLASS PANELS; 
THE WHOLE IS MOUNTED WITH CARVED 
MASKS AND MOULDED. PEDIMENTS, ALSO 
THE LEAD TOP 


(This could easily be removed, but no part of the 
main fabric included) 


837 A SIMILAR ORIEL WINDOW WITH SIX LEADED 
LIGHT PANELS AND 4 STONE STEP PLINTHS 


fess 


08 


838 THE ORIGINAL l5trH CENTURY SEVEN PANEL 
| ANGLE WINDOW, WITH CARVED STONE 
TRACERY SUPPORTED BY MOULDED AND 
FLUTED MULLIONS, WITH CARVED MOUNTS 
AND FIGURE, THE CENTRE PANEL HAVING 
THE FOLLOWING INSCRIPTION: ‘- POSUI- 
DEUM-A-IUT,’ AND BATTLEMENT ABOVE 

SAME 


8389 THE CARVED AND MOULDED STONE 

sence ' ENTRANCE TO THE MAIN HALL WITH 

, ENGRAVED PANEL, ‘“‘ WILLMUS -LLE -M--------- 
INGATA Nana ” WITH CARVED BADGES EACH 

SIDE, MOUNTED WITH CREST AND HELMET 


id a 840 \old lead rain water head and 5-in. down-pipe. About 
ee momma =O). Ft. 


é. a 841 A similar lot 


_ gt 842 °The small cast iron vent pipe (to be disconnected at wall 


843 ) Old lead rain water head and pipe. About 8-ft. long 


844 Two cast iron gas lanterns with mask mounts 


845. ‘Two carved stone badges, Figure and Animal 


Nereis atntly 
at y 


346 Old lead rain water head with 5-in. lead down-pipe, 25-ft. 
847 A similar lot 
848 A similar lot 


819 Old lead fluted rain water head with down pipe, about 
Prep 10-ft. on roof 


850 Six carved stone gargoyles 


wo 
Pie 


801 FINE OLD EIGHT DAY TOWER CLOCK BY 
‘ HENRY HINDLEY, YORK, 1753, STRIKING 
THE HOURS ON LARGE BELL, 7-FT. CIRCUM- 
FRKRENCE x 2-FT. HIGH, ON WHICH THERE IS 
ua: THE FOLLOWING INSCRIPTION, WITH 
> so CREST: ‘‘CONYERS LORD DARCY & CON- 
€ YERS.” “AS. ET W.C. FECIT 1654.’ LARGE 
PAINTED DIAL AND SINGLE HAND. 


LOT 
352 


803 


per ins 
855 


_ 866 


857 
8574, PAIR OF HANDSOME WROUGHT IRON 
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EAST FRONT. 
Cast iron vent pipe, about 40-ft. 


A similar lot 


Carved stone panel of animal 


The cast iron square pillar unclimable railings, 91-ft. 


9-in. long, average height 5-ft. 6-in., in sections, 
together with small wood gate and stone plinth 
supporting railings 

Thirteen shaped stone pillars and bases, 5-ft. 6-in. high 


Cast iron 6-in. vent pipe 


ENTRANCE GATES, 12-ft. 6-in. WIDE x 6-ft. 
3-in. HIGH; TOGETHER WITH TWO SINGLE 
SIDE GATES HACH 3-ft. 9-in. WIDE. 
SUPPORTED BY FOUR STONE PILLARS 
EACH 2-ft. 3-in. x 8ft. HIGH, CENTRE 
PILLARS SURMOUNTED BY HEXAGON GAS 
LAMPS 


8078 Length of iron palisading to match gates, 108-ft. long 
857c A similar lot, 120-ft. long 


808 
809 


860 
861 
862 


863 
864 
865 
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NORTH FRONT. 
Cast iron vent pipe, about 20-ft. 


Cast iron 5-in. rain water pipe, about 20-ft. (pipe 
running in not included) 

A similar lot 

Old lead rain water head, with lead and cast iron pipe 


Length of 2-in. lead water pipe (to be disconnected at 
wall level) 


Cast iron vent pipe, 4-in. diameter, about 40-ft. 
A similar lot, 1-in. diameter, about 40-ft. 
Filter, with wood cover (no piping) 

Cast iron rain water pipe, about 9-ft. 

Cast iron vent shaft, 4-in. diameter, about 12-ft. 


Cast iron rain water head and pipe, about 9-ft. 


BEEN 
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ON KITCHEN WALL. 
LOT 


869) Two old moulded lead rain water heads and two lengths 
of 5-in. down pipes, 24-ft. 

870 ‘The old moulded rain water head and 5-in. down pipe, 
ee about 20-it, 


871 Cast iron 24-1n rain water pipe, about 12-ft. 


HOUSEKEEPER’S ENTRANCE. 


soon BTR _ The glazed gas lantern on wall 
‘ 873) Old fluted lead rain water head and pipe, 44-in. 


diameter, about 22-ft. 
874 Iron vent shaft, 34-in, about 30-ft. 


_ 875 Two small cast iron rain water heads and piping 


«876 { Length of cast iron unclimable fence, 12-ft. long x 
Por 1 5-ft. 6-in. high, together with the stone plinth and 


wood gate fixed to same 


877 Two old fluted lead rain water heads and 5-in. down 


pipes 
878 Two 4-in. cast iron vent shafts, with patent locking 
bands 
879 : Old fluted rain water head and 15-ft. of 44-in. lead 


at piping connected with cast iron piping 


880 Cast iron 2-in. vent pipe, about 30-ft. 


881 4-in. cast iron vent pipe and connection, total length 
about 50-ft., also small cast iron vent pipe from filter 


882 Filter with wood cover 


883 One double and one single rain water head and 4 lengths 
of down piping, 40-ft. 


884. — Garden seat, 3-ft. 6-in. 

885 | Carved Hoa evarden ornament 

886 Deal door and frame, 2-ft. 8-in. x 6-ft. 4-in. 
887 Ditto, 3-ft. x 6-ft. 2-in. 

888 W.C. fitment and flushing tank 

889 Two deal doors 
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DOMESTIC WING. 


NORTH SIDE COURTYARD, KITCHEN WALL, ETC. 
LOT 
890 Pair of deal shaped doors, each 4-ft. 2-in. x 8-ft. high 


891 Pine panelled door, 2-ft. 6-in. x 5-ft. 9-in., and frame 
892 Pine panelled door, 2-ft. 6-in. x 5-ft. 9-in., and frame 


893 W.C. fitment, with flushing tank and all piping in this 
lavatory 


894 Cast iron 4-in. vent pipe, about 24-ft. 


895 Old lead rain water head, with 44-in. down pipe, about 
18-ft. 


896 A similar lot 


897 | Cast iron rain water head and 2-in. pipe, and two lengths 
annie of lead pipe (to be disconnected at wall level) 


898 The old lead rain water head and piping, about. 20-ft. 


STABLING, OUTBUILDINGS, ETC. (LEADING OFF 
DOMESTIC WING). GAME LARDER. 


| 899 LARGE COPPER,  FURNACHK WITH LARGE 
a>. i DRAW-OFF PIPE AND TAP, 4-ft. l-in. deep x 
- 4-ft. 6-in. diameter 


900 A SIMILAR LOT, 4-ft. 9-in. deep x 6-ft. 6-in. diameter 
901 The whole of the game rails and hooks, as fixed 
A 902 Old lead pump, with suction pipe, 15-ft. long 


BAKEHOUSE. 


903 Large deal coffer, 8-ft. x 4-ft. x 3-ft. 


SOUP KITCHEN. 


904 Iron furnace, with lead flashings to top; length of lead 
pipe and tap 
—f 905 Old iron bar grate (no brickwork) 


. 
: ar ~ 
a 
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LOT 906. 


THE REMAINING SHELL OF 


HORNBY CASTLE > 


(excluding the Domestic Wing and Outside Offices) 


as it will stand! after the Sale of the Fixtures and Fittings as 


Catalogued, which include 


THE WHOLE OF THE EXCELLENT FLOOR JOISTS 
AND ROOF TIMBERS 


chiefly oak 4-in. x 3-in., 8-in. x 6-in., 9-in. x 9-in. 10-in. x T-in., 


12-in. x 12-in., and many large beams. 


“THE VALUABLE STONE ROOFING SLATES 
and Westmorland Slates, Stone Cornices and Moulded 
Battlements. An 
ENORMOUS QUANTITY OF LEAD 
on the Roof Flats, Gutters, Ridges and Valleys. 


THE WHOLE OF THE LEAD AND IRON PIPING 
hidden in the building. lead-lined and galvanized tanks. 


THE WHOLE OF THE VALUABLE DRESSED STONE 
WORK 

in the Castle, estimated at many thousands of tons, Interior 

Brickwork, Moulded Stone Window Frames, Stone Staircases, 

Landing Floors and many other interesting lots of building 

materials ; in fact, everything in the Castle that has not 


already been lotted and sold. 


LOT 
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907 THE FABRIC OF THE DOMESTIC WING BEING 


908 


909 


STONE-BUILT WITH OLD STONE, TILE ROOF, 
COMPRISING THE FOLLOWING OFFICES :— 
HOUSHKEEPER’S ROOM, STILL ROOM AND 
PANTRY, STORE ROOM (in two compartments), 
SERVANTS’ HALL, LARGE KITCHEN, LAVA- 
TORY, PASTRY ROOM, SCULLERY AND WASH- 


HOUSE, CELLAR WITH STONE STAIRCASE, 


TEN BEDROOMS, BATHROOM, AND THREE 
STAIRCASES, INCLUDING ALL FLOORS, 
DOORS, WINDOWS, AND A LARGE QUANTITY 
OF LEAD ON THE ROOF 


The above will be offered in one Lot for demolition. 


N.B.—The lead and iron rain water pipes on the 
exterior and certain interior fixtures as cata- 
logued are not included in this lot 


GARDENS. 


Small octagonal stone font and plinth with carved stone 


vase cover; height about 2-ft. 7-in. (situated near 
West front of Mansion) 


The red bricks as laid, about 18-ft. x 22-ft. and 21-ft. x 


3-ft. 


BACK DRIVE. 


_ Pair fine old carved stone vases, 2l-in. each; on gate to 


Park 


11 Stone table, 3-ft. 6-in. x 3-ft. 4-in. (near church) 


- 20 iron rose arches 


MUSEUM. 


913 ( THE FABRIC OF THE STONE-BUILT MUSEUM, 


WITH BATTLEMENTED CORNICE AND 
CARVED TRACERY AND CARVED STONE 
TERMINALS, INCLUDING ALL LEAD ON THE 
ROOF, ROOF TIMBERS, JOISTS AND 5 STONE 
STEPS, TO FRONT DOOR, TWO FLIGHTS OF 
STEPS AND BRICKS AS LAID AT THE BACK, 
GROUND SIZE 40-ft. x 27-ft. 


% 2 
2 
4 
% 
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The pair of half-glazed doors with Gothic mouldings, 
together with the Lancet window above, having 
coloured leaded light panels, with crest and 
inscription, “‘ Un Dieu Un Roi,’’ and carved frame. 
Extreme, 4-ft. 2-in x 15-ft. 

The Lancet Window, 4-ft. wide, with leaded light panel 
in top part and carved wood frame, 9-ft. 6-in. 

A similar lot 

A similar lot 

A similar lot 

A similar lot with plain glass panels and outside Vene- 
tian shutters 

A similar lot 


The Lancet Windows with plain glass panels, 3-ft. 9-in. 
x §-ft. 3-in. 


One similar window 


Two smaller windows 


_ Three old lead rainwater heads and piping 


One similar lot and length of piping 


Two similar lots and ditto 


_ Two carved stone crests with ribbon festoons 


Gothic shaped glazed show case, 3-ft. 4-in. x 8-ft. 6-1n. 
A similar lot 
A similar lot 


A similar lot 


EXTERIOR. 


932 | Gothic shaped four-door glazed showcase, 8-ft. 8-in. >: 


9-ft, 


A similar lot 
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LOT 
934 The corner glazed showcase, 2-ft. x 9-ft. 
935 <A similar lot 
936° A similar lot 
937) A similar lot 
938 ) Single door glazed showcase, 2-ft. 8-in. x 6-ft. 
939) A similar lot 


940 THE CARVED AND MOULDED STONE MANTEL- 
PIECK, WITH CARVED WOOD SURROUNDS 
AND OVERMANTEL, CARVED & PANELLED 
TERMINALS AND FRETTED SHRINK, 7-ft. 
WIDE x 8-ft. 9-in. HIGH; ALSO THE STONE 
LININGS TO SAME 


941 19-in. iron heating stove and piping 


LEFT HAND ANTE ROOM. 


942 | The glazed doors and shelves as fixed, forming showcase 
with return end, 13-ft. 9-in. x 9-ft. 6-in. 


943) Glazed showcase, 4-ft. 3-in. x 3-ft. 
944 The four-door ditto, 4-ft. 6-in. x 9-ft. 6-in. 


RIGHT HAND ANTE ROOM. 
945 Four glazed doors forming showease, 4-ft. 3-in. x 9-ft. 
946 A similar lot 
947| A two-door ditto, 4-ft. 3-in. x 3-ft. 3-in. 
948 Deal floor and skirting as laid, 33-ft. x 24-ft. 


OUTBUILDINGS. 


949 Pediment W.C., with flushing tank and flushing pipes 
(to be disconnected at wall level) 


GAS WORKS. 


950 The iron plate gasometer, 11-ft. 6-in. x 26-ft. diameter, 
with six iron stanchions, pulleys, about 30 balance 
weights and tie bars, together with water pipes and 
gas mains in well adjoining only 
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RETORT HOUSE. 


951) Four gas retorts, about 7-ft. 3-in. long, with mouth- 
"nieces, extreme length 8-ft. 3-in., and about 12-in. 
diameter, together with ascension pipes, fire boxes 
and hydraulic and lead-off pipes 


‘952. The whole of the piping and brickwork in connection 
with the retorts in this house only. The lead pipes 
are not included and are not to be removed 

COAL HOUSE. 

953 Iron boiler 


OUTSIDE. 

954 Kight condenser pipes, about 10-ft. high, and the 

scrubber (to be disconnected at the outside wall joint) 

PURIFYING HOUSE. 
955 ‘Two gas purifiers and stop valves with 32 grids 
956 Iron gantry, 15-ft. long 
957 Syphon pump 
958 New pressure gauge 
(No lead piping in this room included). 


METER HOUSE. 
959 The new cast iron ‘‘N’’ pieces 
960 Two iron mouthpieces for retorts 


961 Pair of strong tressels 
GOVERNING HOUSE. 


962 Gas governor 


General Note: 


The whole of the Gas Plant as enumerated above will 
be offered as one lot, and if not sold, then as catalogued. 


END OF SALE. 
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SPECIAL CONDITIONS. 


1.—All Beams and Joists are NOT’ INCLUDED in the Sale 
of the Floors and must NOT BE REMOVED with them. 


2.—The Roof of the Main Fabric of the Castle must not be 
removed until after the expiration of 21 days after the 
last day of the Sale in order that adequate protection 
may be given to the Paneling. But it shall not prevent 
the Purchaser of the Fabric, being Lot 906, from 
proceeding with the demolition of the other parts of the 
house. 


GENERAL CONDITIONS. 


1.—The highest Bidder shall be the Purchaser and if any 
dispute arise between two or more Bidders, the lot in 
dispute shall be put up again and re-sold. The 
Auctioneer may, at his discretion, refuse any bidding, 
and reserve the right to make bidding for each Lot, and 
to alter the lotting as may be considered necessary. 


2.—Purchasers shall give their names and place of abode, on 
the slips provided for such purpose on the inside cover of 
Catalogue, and shall pay a deposit of twenty-five per cent. 
in part payment, or the whole of the purchase money 
[IF REQUIRED, together with commission at the rate 
of one shilling in the pound over and above the amount 
of the purchase money, on or before the conclusion of 
the day of Sale on which their purchase or purchases | 


have been made, and the deficiency, if any, attending ~~~ 


such re-sale (as mentioned in No. 1) shall be made good 
by the defaulter. No Lot shall be removed, or taken 
down, until full cash payment is made. 


3.—Transfer of Purchasers’ names in the Sale Book cannot 
be recognised. 


4.—The Lots shall be paid for and taken away at the 
Purchasers expense and risk immediately after the Sale. 
The Vendors or Auctioneer are not to be held responsible 
for the correct description, genuineness or authenticity 
of, or any fault or defect in any Lot, and make no 
warranty whatsoever. 
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GENERAL CONDITIONS—(Continued). 


o.—Tor convenience of purchasers attending from a distance, 
the time allowed for the removal of the Interior and 
' Exterior Fixtures, being Lots 1 to 962, excluding 
| Fabrics, referred to in the foregoing Catalogue, is 
| TWENTY-EIGHT DAYS FROM THE 5th DAY OF 
\ SHPTEMBER, 19380, TO THE 38rd DAY OF OCTOBER, 
1930, BOTH DAYS INCLUSIVE. 
6.—The time allowed for the removal of the Fabric of the 
Castle being the remaining Shell referred to in the fore- 
voing Catalogue, being Lot No. 906 is EIGHTEEN 
MONTHS FROM THE dth DAY OF SHPTEMBER, 
19380, UNTIL THE 5th DAY OF MARCH, 1982, 
BOTH DAYS INCLUSIVE; the time allowed for the 
removal of the DOMESTIC WING, BEING LOT NO. 
907, IS 12 MONTHS FROM THE Sdth DAY OF 
SEPTEMBER, 1980, UNTIL THE 6dth DAY OF 
SEPTEMBER, 1931; and the time allowed for the 
removal of THE FABRIC OF THE MUSEUM, BEING 
LOT NO. 913, IS 3 MONTHS FROM THE 5th DAY 
OF SEPTEMBER TO THE odth .- DAY OF 
DECEMBER, 19380, AND TO BE REMOVED BY 
A ROUTE APPOINTED BY THE AUCTIONEER. 
THE PURCHASER, OR PURCHASERS, OF THE 
SAID FABRICS RHFERRED TO WITHIN SHALL 
AS A CONDITION OF HIS OR THEIR 
PURCHASE REMOVE THE WHOLE OF THE 
SAME AND LEVEL THE FABRICS TO THE 
GROUND, BUT NO BRICKWORK BELOW 
GROUND LEVEL TO BE REMOVED. THE PUR- 
CHASER, OR PURCHASERS OF THE FABRICS 
FORMING LOTS 906, 907 AND 918 SHALL 
LEVEL ALL WALLS EITHER TO THE GROUND 
LEVEL OR TO SUCH HIGHER LEVELS AS SHALL 
BE DECIDED UPON BY THE AUCTIONEER. 
THE PURCHASER, OR PURCHASERS, OF SUCH 
FABRICS SHALL WITHIN THE TIME STATED 
IN THE CONDITIONS OF SALE BK ENTITLED 
TO REMOVE ANY PORTION OF THE SAID 
FABRICS PURCHASED BY HIM, OR THEM, BUT 
NOTHING HEREIN CONTAINED SHALL IMPOSE 
ANY OBLIGATION ON SUCH PURCHASER, OR 
PURCHASERS, TO CLEAR THE SITE OF SUCH 
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GENERAL CONDITIONS—(Continued). 


PORTION OF THE FABRICS AS HE OR THEY 
DO NOT REQUIRE. THE PURCHASER, OR 
PURCHASERS, OF THE SAID FABRICS SHALL 
SIGN AN UNDERTAKING AGREEING TO THE 
CONDITIONS RELATING TO THE SALE OF THE 
FABRICS AND ON DEFAULT BEING MADE BY 
THK PURCHASER, OR PURCHASERS, IN CARRY- 
ING OUT ANY OF THE SAID CONDITIONS IN 
THEIR ENTIRETY THEN THE VENDORS SHALL 
BE OAT COLBERITY. °° TO SEAND IN: ED 
PURCHASERS’ STEAD WITH REGARD TO 
CARRYING OUT THE SAID CONDITIONS AND 
SHALL BE ENTITLED TO DEBIT THE 
PURCHASER, OR PURCHASERS, WITH THE 
COSTS AND EXPENSES INCURRED THEREBY. 
THE AMOUNT OF SUCH COSTS AND EXPENSES 
SHALL BE DECIDED BY THE AUCTIONEER 
AND SHALL BEAR INTEREST AT THE RATE OF 
£5 PER CENTUM PER ANNUM UNTIL PAY- 
MENT. 
7.—The Auctioneer reserves power of withdrawing or con- 
solidating any Lot or Lots from the Sale, as also of 
selling in other order than that arranged in the Catalogue 
(see Condition 1). 
8.—Should any mistake have been made in describing any 
Lot or Article, especially in stating makers’ names and 
_ quality, such mistake will not be held to vitiate or affect 
the Sale of such Lot in any way, it being understood that 
intending purchasers should satisfy themselves on all 
points before purchasing. 
9.—The sizes stated are believed to be correct, and are given 
as a guide to Purchasers, but no guarantee is given as to 
Exact Measurements, and any difference arising between 
the actual measurements, and those advertised, will not 
be allowed to vitiate or affect the Sale of any Lot. 
10.—NO GOODS CAN (UNDER ANY CIRCUMSTANCES) 
BK REMOVED DURING THE SALE, AND MUST 
BE PAID FOR IN CASH, AS ABOVE DESCRIBED 
UNDER CONDITION TWO. CHEQUES WILL NOT 
BE ACCEPTED UNLESS ACCOMPANIED BY 
BANKER’S REFERENCE. 
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11.—Upon failure of complying with any of the above 
conditions the money deposited shall be forfeited, and 
all Lots unpaid at the conclusion of the day of Sale 
on which their Purchase has been made may be sold 
by Public or Private Sale, without any further notice to 
the Purchaser at this Sale, and the deficiency (if any) 
attending such re-sale shall be made good by the 
defaulter. 


12.—All matters of dispute, other than the immediately after 
mentioned, shall be submitted to the Auctioneer, whose 
decision shall be final. All matters, disputes or claims 
concerning damage sustained by any Purchaser to his, 
her or their Property from the time of Purchase during 
and until the removal of the same, shall be settled 
between the Purchasers themselves, none of whom shall 
have any claim against the Sellers on any ground what- 
ever, and in the event of no such settlement being 
arrived at, such matters, dispute or claims shall be 
referred to the Auctioneer, for whose expenses in any 
such reference the Purchasers concerned shall be liable, 
and whose decision on such matters, disputes or claims, 
including expenses, shall be final and binding on the 
parties to the reference. 


13.—Should any damage be occasioned by any Purchaser to 
any property of the Seller, which is either reserved o1 
unsold, he, she or they shall make good the same or 
pay a.sum in damages, which may be agreed between the 
Auctioneer as representing the Seller, and such Purchaser 
or person, o1 failing agreement as to such damage may 
be assessed by the said Auctioneer, whose decision shall 
be final. 


14.—ALL GOODS AND MATERIAL PURCHASED AT 
THE SALE SHALL BE REMOVED OVER THE 
PORTION OF THE DRIVE WHICH LEADS FROM 
THE PARK DIRECT TO THE VILLAGE OF 
HORNBY. IF ANY PURCHASER SHALL FAIL 
TO OBSERVE THIS CONDITION AND REMOVE 
ANY GOODS OR MATERIALS OVER THE 
PORTION OF THE DRIVE LEADING FROM 
THE CASTLE INTO HACKFORTH THEN SUCH 
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PURCHASER SHALL BE RESPONSIBLE FOR 
ANY DAMAGE TO THE SAID DRIVE CAUSED 
BY SUCH REMOVAL. THE AMOUNT PAYABLE 
BY ANY PURCHASER FOR SUCH DAMAGE 
SHALL BE DETKRMINED BY THE AUCTION EER, 
WHOSE DECISION SHALL BE FINAL AND 
BINDING ON ALL PARTIES, AND SUCH SUM 
SHALL BE PAID WITHIN SEVEN DAYS OF 
DEMAND BEING MADE IN WRITING BY THE 
VENDOR OR THE VENDOR’S AGENT. 


15.—All Damage done through pulling down the Fabrics 
and removing same, or in any other way, to be 
made good or paid for, together with the Assessors’ 
expenses, and the amount of such damage shall be 
assessed by the Auctioneer, whose findings shall be 
binding on all parties. 


16.—The Auctioneer reterred to in the foregoing Conditions 
is Mr. F. D. Roach, of Messrs. Perry & Phillips, Ltd., 
Bridgnorth. 


PERRY & PHILLIPS, Ltd., 
Auctioneers, 59, High St., BRIDGNORTH. 


WALLIS & ARNETT, 


Auctioneers, 5, Houndgate, Darlington. 
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